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URBAN RENEWAL: The Critics’ Co rner Beco mes Active 


By HUGH REYNOLDS 
(Seco nd o f Fiv e Article*) 


Criticism o f th e u rban renewal pro gram was alway s pres­ 
ent bu t u su ally in scattered instances and in u nspecific fo rms. 
M ay o r Ray mo nd W. G arragh an in h is Janu ary address 
to th e Co mmo n Co u ncil no ted th at u rban renewal was th e 
co u ncil’s baby and th at it was gro wing u p u nsu perv ised by 
its o riginato rs. 
Lo cal criticism was igno red o r minimized by th e Kingsto n 
Urban Renewal Agency , acco rding to many critics, bu t 
a 
stro ngly wo rded letter fro m th e Departm ent o f Ho u sing and 
Urban Dev elo pment in New Yo rk City co u ld h ardly be o v er­ 
lo o ked. 
Th e m ajo rity o f th e mo ney was co ming fro m th at 
agency and th e agency was co ncerned abo u t th e u se o f its 
mo ney . 
Th e letter, o ften referred to as th e letter o f May 3rd, 
pu lled no pu nch es. 
It started with . "We h av e co mpleted o u r 
inspectio n o f y o u r reco rds and o peratio ns and h av e fo u nd 
th e co ndu ct o f relo catio n activ ities to be u nsatisfacto ry in 
many respects.” 
Ineffectiv e Stag ing 
Th e federal agency ch arged th at KURA h ad ineffectiv e 
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staging plans fo r relo catio n and demo litio n leading to th e 
relo catio n pro blems. It also ch arged th at no sy stem atic pro p­ 
erty m aintenance pro cedu res were implemented resu lting in 
fu rth er deterio ratio n o f ex isting facilities and fo rcing pro ject 
residents to leav e th e area with o u t assu ied adequ ate relo ca­ 
tio n h o u sing. 
Th e dam bro ke after DHUD’s letter and th e .fo rm erly 
v agu e ch arges and scattered attacks h o med in o n th e u rban 
renewal agency . 
Qu ite o bv io u sly so m eth ing was wro ng, th e ru mblings h ad 
been h eard fo r so me time. Th e federal go v ernment was qu ite 
specific in its co mplaints and its co u rse o f actio n if th o se 
co mplaints w eren’t rectified. 
Th e u rban renewal agency did no t deny th e accu satio ns 
bu t so u gh t time to iro n o u t difficu lties with DHUD. 
HUD, 
as it’s referred to by Hemph ill, gav e th em time . . . ten day s. 
Van Dy ke letter 
May 8 , th e Van Dy ke letter appeared in Th e Freeman, 
au th o red by fo rm er Six th W ard Alderman Ix x mard Van 
Dy ke. 
Van Dy ke said u rban renewal was th e m ay o r’s re ­ 
spo nsibility . 
May o r G arragh an was qu o ted in Van Dy ke's letter as 
say ing th at it was no t h as (th e m ay o r’s) respo nsibility and 
th at h e (th e may o r) was no t go ing to take th e blame. 


Van Dy ke accu sed o fficials o f th e u rban renewal agency , 
Kingsto n Ho u sing Au th o rity and th e city o f igno ring w arn­ 
ings fro m Do wnto wn residents th at th e u rban renewal pro ­ 
gram was o n th e ro ad to ch ao s. 
Th e fo rmer alderm an bro u gh t o u t ano th er facet o f th e 
relo catio n pro blem . . . discriminatio n. 
"In many instances,” 
h e said, "th e su btle discriminatio n th at ex ists amo ng wh ite 
Kingsto n landlo rds h as beco me no t so su btle.” 
“Slo w Do wn" 
Stanley Freeman, a field representativ e fo r th e D epart­ 
ment o f Ho u sing and Urban Dev elo pment, said May 9 . "Th e 
answer appears to be to slo w do wn activ ities,” 
Co ngressman Jo seph Y Resnick entered th e fracas with 
warnings th at if th e cu rrent pro blems weren’t cleared u p 
qu ickly , "u rban renewal in Kingsto n will be dead fo r a lo ng 
time.” 
Th e co ngressman ch arged th at h e h ad been igno red by 
bo th th e u rban renewal agency and May o r Garragh an. 
Th e 
co ngressman claimed credit fo r getting federal fu nds fo r th e 
pro ject wh en fo rm er May o r Sch wenk requ ested th em. 
Resnick also stated th at th e reco rds o f KURA were nev er 
made av ailable to th e Kingsto n Co mmo n Co u ncil, 
^tjeT^utasto tt jBailti Jfrerman 


He u rged pu blic meetings "to see wh at was go ing o n” and 
ch art a clear co u rse o f actio n, th e lack o f wh ich co u ld, in 
Resnick’s o pinio n, pu t u rban renewal in Kingsto n "in serio u s 
tro u ble.” 
May o r Unh appy 
Th e may o r decried th e lack o f Co mmo n 
Co uncil co ntro l 
ev er th e u rban renewal agency stating th at h e was o ne o t 
to o few may o rs in th e state th at was no t a member o f nn 
u rban renewal agency . 
G arragh an felt th e pro gram was go ing to o 
f ast and sh o u ld 
be slo wed do wn so th at h o u sing fo r displaced perso ns in th e 
UR area co u ld be pro v ided. 
Th e federal go v ernment was especially critical o f KURA’s 
relo catio n pro grams. 
Instances were cited wh ere 
U R a r e a 
residents were mo v ed fro m o ne su bstandard dwelling into 
ano th er. 
A Freeman repo rter to o k to th e streets to ru n do wn re­ 
po rts o n relo catio n fo u lu ps. An interv iew was o btained with 
Mrs, Mary Co nnelly , 8 1, o f 11 Bro adway . 
Mrs. Co nnelly , a wido w wh o liv es o n th e th ird flo o r o f 
th e Bro adway bu ilding, said sh e h ad fo rmerly liv ed o n 24 
(Co ntinu ed o n. Pa g e 6 , Co l. 1) 
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Israeli Fo rces Capture Key Gaza City 
Eg yp t Brea k s Rela tio ns With 


LONDON (AP) — Eg y pt an­ 
no unced to day it has bro ken 
diplo matic 
relatio ns 
with 
the 
United States, radio mo nito rs re­ 
po rted. 
The rupture was an­ 
no unced by Cairo radio mo nito rs 
said. 
It fo llo wed increasing Arab 
charg es that the United States 
and Britain hav e been g iv ing air 
suppo rt to Israeli fo rces in the 
Middle East co nflict. 


TEL AVIV (AP)—Th e Israeli 
arm v anno u nced th at th e citv j 
o f Gaza, th e h eart o f th e Kgy p-; 
tian h eld 
Gaza 
Strip, 
fell 
to 
Israeli fo rces at 12:45 p.m. to -; 
dav . 
Israeli fo rces swept with in 9 0 j 
miles o f th e Su ez Canal to dav . 
apparently fo llo wing th e ro ad 
th at led th em to th e v ital w ater­ 
way 
in 
19 56 . 
Th e 
Egy ptians 
clo sed th e canal o n th e gro u nd 
th at it co u ld be blo cked indefi­ 
nitely if a sh ip was h it th ere. 
With th eir bitterness o v erflo w­ 
ing against th e United States be­ 
cau se o f its past su ppo rt o f Is­ 
rael. th ree Arab co u ntries—Ku ­ 
wait. Iraq and Algeria—cu t o ff 
sale o f o il to th e United States 
and Britain. Lebano n cu rtailed 
lo ading o f o il fro m pipelines. 
Th ese actio ns fo llo wed Cairo 
ch arges th at British and Ameri­ 
can planes fro m carriers were 


th e w ar into Jo rdan. Sy ria and 
Iraq as well as Egy pt. 
A military spo kesman in Tel 
Av iv said Israeli co lu mns in Si­ 
nai captu red th e kev to wn o f 
Abu AweigUa, 30 mile* so u th ­ 
east o f co astal El Arish . seized 
earlier. Th e to wn lies o n th e 
main east-west ro ad th ro u gh th e 
Sinai Desert. 
Th is gav e th e Israelis a so lid 
30-miile fro nt fo r a sweep west­ 
ward alo ng th e line o f th e 19 56 
o nslau gh t to th e Su ez Canal, th e 
spo kesman added. 
Israel, seemingly with air su ­ 
perio rity 
o v er 
th e 
fro nts, 
claimed th e destru ctio n o f at 


least 374 Arab planes. Israel ad- Strip o n th e M editerranean w th 
mi tied k>sing 19 planes, wh ile th e captu re o f th e city o f Gaza, 
th e Arab co mmands claimed Egy ptian adm inistrativ e h ead 
183 were sh o t do wn. 
qu arters. 
An indicatio n o f Israel’s 
air 
Th e strip h ad been by passed 
su perio rity caime fro m a Jo rdan- by Israeli fo rces striking so u th 
ian co mmu niqu e in Amman. It and west and Radio Israel called 
said th ere was "a h u ge u mbrella o n th e strip’s residents to su r- 
o f Israeli aircraft o v er th e wh o le render. Mo st o f th e strip's resi- 
Jo rdanian fro nt.’’ 
dentis are Arab refu gees fo m 
As th e war intensified, mo bs ^ e Lsneli-Arab w ar o f 19 48. 
attacked U.S. facilities in Da- 
Mo re th an 30 miles west o f th e 
mascu s and Bagh dad and th e ^^P - th e Israeli arm y fanned 
co nsu late in Egy pt’s Alex andria. :o u * fro m th e captu red key co ast- 
In additio n to striking deep 
to wn o f El Arish in th e Sinari 
into th e no rth ern Sinai Desert, Peninsu la and seized Bir Lac la­ 
th e Israeli arm y anno u nced th e 
to th e so u th east, an arm y 
v irtu al o ccu patio n o f th e 
Ga za ilC o n ttn u rd o n t a g e 6, Co !. Jf) 
So v iet Acco rd So ug ht 
In U. N. o n Cease-fire 


By WILLIAM N. OATIS 


UNITED 
NATIONS. 
N.Y 
(AP) 
th at th e So v iet Unio n and th e 
United States can agree o n th e 
te ft o f a Veso lu tio n bv wh ich th e 
U.N. Secu rity Co u ncil co u ld 
call 
u nanimo u sly fo r cease-fire and 


wh at to do abo u t th e figh ting, 
(dispu te was th e po int to wh ich 
Th e Ru ssians wanted th e res- 
_ . . 
. 
. 
. ,|Olu tio n to indicate o nlv th at th e 
Diplo mats are h o pefu l fo rces sh o u ld with draw to th e 
po sitio ns th ev h eld befo re th e 
figh ting. 
Th e Americans wanted to be 


PLANS FOR ISRAEL D A Y —Leaders o f the Suppo rt 
Israel Co mmittee rev iew plans with May o r Ray mo nd W. 
Garrag han fo r special meeting o n the Middle East Crisis 
scheduled fo r Thursday 8 p. m. at Temple Emanuel, 2 4 3 
Albany Av enue. The Israeli Co nsulate and o ther o fficials 


Wash ingto n and Lo ndo n, 
and dig nitaries and the public are inv ited. Discussing plans Th e So v iet Unio n was backing 
are (1 -r) Arthur B. Ewig , Dav id Kline, chairman o f co m- 
(h e Arabs and spo ke o u t 
a g a in st 
mittee, May o r Garrag han and Richard M. Kalish chairman Israel as h av ing instigated th e 
o f United Jewish Appea. Campaig n. (Freeman pho to by « £ • « 


m * 
Bv land o r adr. Israel carried 
3 MIGs 
Do wned 
In Ra id s 


SAIGON 
(AP) — American 
lets nro ted deep into th e fo rti­ 
fied h eartland o f No rth Vietnam 
Mo nday , bo mbing raid lines into 
Hano i and drawing o u t a swarm 
o f Co mmu nist MIG intercepto rs. 
Th ree o f th e MIGs were repo rt­ 
ed sh o t do wn. 
1 1 3 No rth Missio ns 
Alth o u gh little gro u nd figh ting 
was repo rted, th e airm en car­ 
ried th e w ar to th e Co mmu nists 
with 113 strike missio ns o v er 
No rth Vietnam and fiv e raids by 
giant B52 bo mbers against ta r­ 
gets m So u th Vietnam. 
Th e 
U.S. 
Co mmand 
an­ 
no u nced th at Red gro u nd gu n­ 
ners sh o t do wn a Nav v Cru sad­ 
e r iet o v er No rth Vietnam, th e 
57 2nd U.S. co mbat plane lo st 
abo v e th e 17 th Parallel. Th e 
pilo t was missing. 
Th e Co mmu nists sent 
ud 20 o r 
m o re swept-wing MIG21s and 
MIG17 s in an u nsu ccessfu l at­ 
tem pt to disru pt th e raids o n th e 
rail line leading no rth fro m Ha­ 
no i to th e indu strial co mplex o f 
Th ai Ngu y en. 
With in 20 minu tes American 
Ph anto m 
iet 
pilo ts 
bro u gh t 
th ro e MIG17 s do wn. A spo kes­ 
m an said th at fligh ts o f th e Red 
figh ters were bu zzing all o v er 
th e skv and it was impo ssible to 
determ ine h o w manv were in 
1h o air. 
Do gfigh ts h av e no w acco u nted 
fo r 77 MIGs do wned wh ile 20 
U.S. 
planes 
h av e 
been 
sh o t 
do wn. 
Hit fTrail Secto r 
Th e big B52s. each carry ing 
6 0.000 po u nds o f bo mbs, h it th e 
western bo rders o f So u th Viet­ 
nam . alo ng ro u tes wh ere th e Ho 
Ch i Minh trail disgo rges infil­ 
trato rs 
into 
ju ngle 
h ideo u ts. 
Two o f th e raids were in th e 
no rth ern secto r, two in th e cen­ 
tral h igh lands and o ne alo ng th e 
Cambo dian fro ntier west o f Sai- 
gc 1. 
In co astal Binh Dinh Pro v ­ 
ince. a raging fire at an Army 
su ppo rt 
airfield 
dam aged 
a 
nu m ber o f h elico pters and ligh t 
nlanes and destro y ed a v ast am ­ 
o u nt o f sto res befo re it was 
bro u gh t 
u nder 
co ntro l. 


Land Claimers Raided Co urtho use 
Gua rd smen Hunt fo r Ba nd its 


Bv BUD JORGENSEN 
CANJILON. 
N.M. 
(AP) 
— 
Natio nal Gu ardsmen, bo lstered 
by ligh t tanks, mach ine gu ns 
and 
nearlv 
80 
law 
o fficers, 
tru dged th ro u gh h ills o f no rth ­ 
ern New Mex ico to dav in search 
o f an arm ed band o f men wh o 
sh o t u p a ru ral co u rth o u se. 
Th e fu gitiv es were identified 
bv State Po lice Ch ief Jo e Black 
as Reies Lo pez Tijerina and h is 
fo llo wers in a lo ng-th reatening 
militant mo v e to press claims to 
o ld Spanish land grant tracts. 
Black said 30 to 40 men led by 
Tiierina were in th e fo rested 
h ills aro u nd Caniiio n. 
Th ev fLed Mo nday after sh o o t­ 


ing th eir way into th e Rio Arri­ 
ba Co u ntv co u rth o u se at Tierra 
Amairilla. abo u t 15 miles no rth 
o f Caniiio n. Two 
o fficers were 
sh o t and wo u nded, abo u t 20 per­ 
so ns were h eld h o stage fo r two 
h o u rs and a district ju dge barri­ 
caded 
h imself 
in 
th e 
co u rt 
ch ambers. 
Ch ief Black and Mai. Gen. 
Jo h n 
P. 
Jo lly , 
co mmanding 
abo u t 450 Gu ardsmen, set u p 
h eadqu arters 
in Caniiio n and 
sent th eir men into th e fo rest 
and small ru ral co mmu nities in 
search o f th e Tiierina fo rce. 
Two M42 tanks were bro u gh t in. 
A h alf do zen tru cks and mo re 
th an 20 Jeeps were u sed in th e 
search . 


Abo u t 40 perso ns, manv o f 
th em o h i’dren. were taken into 
cu sto dy in th e Canjilo n area 
Mo nday nigh t and placed u nder 
gu ard at th eir h o mes. 
T iierina’s wife, was iailed in 
Santa Fe o n a ch arge o f co nspi­ 
racy to co mmit a felo nv . Her 4- 
mo nth -o ld dau gh ter was taken 
to a fo ster h o me. 
One o f th o se 
arrested late 
Friday was identified as Balta- 
zar Apo daca wh o . Black said, 
was ch arged with kidnaping and 
assau lt in co nnectio n with th e 
arm ed band’s seizing o f a depu ­ 
ty sh eriff and a newsman as 
h o stages 
wh en 
th ey left 
th e 
co u rth o u se. 
Depu ty Pete Jaram illo and 


aiding Israel. Th e ch arges were with drawal in th e Middle Easl 
deno u nced 
as 
false 
in 
bo th War. 
Th e 
info rmants said 
So v iet 
Ambassado r 
Niko lai 
T. 
Fe­ 
do renko and U.S. Ambassado r 
Arth u r 
J. 
Go ldberg 
were 
pledged to nego tiate in adv ance 
o f to day ’s meetings. 
Th ev said th e two h ad pro m­ 
ised to seek instru ctio ns fro m 
th eir go v ernments th at migh t 
enable th em to settle th e re­ 
maining 
issu e—th e 
po int 
to 
wh ich th e figh ting fo rces sh o u ld 
with draw. 
Th e two big po wers were still 
deadlo cked wh en 
th e 
co u ncil 
adjo u rned Mo nday nigh t after 
an h o u r’s pu blic debate and 11 
h o u rs’ priv ate co nsu ltatio ns o n 


United 
Press 
Internatio nal 
newsman Larrv Callo wav were 
taken o u t o f Tierra Amarilla. 
Callo wav bro ke lo o se. Jaram illo 
was released later. 


th e tro o ps sh o u ld with draw. 
He said th at h e h ad fo u nd it 
necessary finally to bring Fe­ 
do renko and Go ldberg into co n­ 
fro ntatio n o n th at issu e. 
th ev differed stro nglv o n it pu t 
able-to interpret it as meaning th at bo th h ad seemed mo re o o s- 
also th at th e Egy ptians sh o u ld itiv e in th eir attitu des after get- 
with draw fro m th e Strait o f Tir- ting 
fresh 
instru ctio ns 
fro m 
an wh ere th ev were blo ckading th eir go v ernments kite Mo nday . 
Israeli sh ipping. 
Diplo mats th at fo llo wed Mo n- 
Th e 
Egy ptians 
o ccu pied 
Sliami el Sh eikh , o v erlo o king 
th e strait, after th e U.N. Em er­ 
gency Fo rce ev acu ated it abo u t 
two weeks ago in with drawing 
fro m 
Egy pt by th at go v ern­ 
m ent’s requ est. 
Danish Ambassado r Hans R. 
Tabo r, president o f th e co u ncil 
th is 
mo nth , 
in 
adjo u rning 
it 
o v ernigh t sadd co nsu ltatio ns o n 
a reso lu tio n h ad no t fimsh ed 
and asked th at th e m embers be 
av ailable to co ntinu e th em an 
h o u r befo re to day ’s meeting. 
As delegates repo rted. Tabo r 
said th ere was general agree­ 
ment th at th e reso lu tio n sh o u ld 
call fo r a cease-fire, and th at it 
« h o u ld call fo r a tro o n with ­ 
drawal. and th e o nly th ing in 


day ’s 
priv ate talks 
said 
th e 
Americans started o u t say ing 
th e co u ncil sh o u ld call o nlv fo r a 
cease-fire bu t ended u o co nced­ 
ing 
it 
sh o u ld 
call 
also 
fo r 
"pro m pt with drawal." with o u t 
indicating wh ere to . 
Th ev said th e Ru ssians start­ 
ed o u t insisting it sh o u ld specify 
th at th e with drawal sh o u ld be to 
th e po sitio ns h o ld Ju ne 4. th e 
day befo re th e figh ting, bu t end­ 
ed u p by endo rsing th e v agu er 
wo rding o f with drawal "to th e 
po sitio ns h eld prio r to th e o u t­ 
break o f h o stilities." 
Th e Americans were backing 
th e Israelis’ case fo r lifting th e 
blo ckade and th e Ru ssians were 
backing Egy ptian insistence o n 
keeping it. 
Russia 
Despite 
Seeks Quick End to War 
Av o wed Suppo rt o f Arabs 


Bv LEWIS GULICK 
o f Israel and av o wed su ppo rt o f 
WASHINGTON (AP) — O ffi- th e Arabs, th e So v iets apparerrt- 
ciial U.S. so u rces sav despite 
want a au iek end to th e Mid- 
Mo sco w’s pu blic co ndemnatio n die E ast war. 
Co nflict Ea sed 
Circus Shifting to Plaza, No Injunctio n 


Agreem ent o f th e m anage 
-1 
Th e Antiqu e 
Flea 
M arket ,makes decisio ns as to rentals, w ith 
gro u nd m aintenance 
at 
m ent o f a circu s to mo v e to will be o n th e stadiu m gro u nds It is h eaded by Alderman Wil 
new gro u nds will lessen activ i­ 
ty at Dietz Stadiu m Satu rday , 
Ju ne 10, wh en if all went as 
o riginally sch edu led, th e stadi­ 
u m wo u ld h av e been th e bu siest 
place in th e Hu dso n Valley , if ing and Su pply Co mmittee is in 
no t in th e state. 
ch arge o f 
th e 
stadiu m 
and 
An 
inadv ertent 
mix u p 
in' 
bo o king led to th ree sch edu led 
ev ents a t th e stadiu m , bu t dis­ 
cu ssio n o f th e pro blem to day 
led to an agreem ent o f m anage­ 
m ent o f th e Cly de Beatty -Co le 
B ro th ers Circu s, o f th e th ree 
inv o lv ed, to sh o w o n th e Kings­ 
to n Plaza gro u nds instead o f at 
th e stadiu m. 
O th er ev ents sch edu led 
fo r 
th e date are th e Ulster Co u nty 
Antiqu e 
Flea 
M arket, 
spo n­ 
so red by th e Mental Health As­ 
so ciatio n, 
and 
th e 
o pening 
game o f th e Interstate 
Base­ 
ball Leagu e featu ring th e ap­ 
pearance o f Jo e Pepito ne 
o f 
th e New Yo rk Yankees. 
Th e 
circu s is 
u nder 
au spices 
o f 
Kingsto n Co u ncil 27 5, Knigh ts 
o f Co lu mbu s. 
Repo rts to day indicated po s­ 
sible inju nctio n actio n becau se 
o f th e mix u p, bu t after a dis­ 
cu ssio n inv o lv ing May o r 
Ray ­ 
mo nd W. Garragh an, o th er city 
o fficials plu s 
spo kesmen 
fo r 
o th ers inv o lv ed, it was agreed 
th at th e circu s 
wo u ld 
pitch 
tent in th e plaza. 


Satu rday afterno o n 
and 
th eliam G. Dav is, 13th W ard, and 
baseball game is du e to start at iits o th er 
m em b ers are Peter 
8 p. m., and th ere will be no J. 
Mancu so , 
Eigh th 
W ard; 
co nflict th ere. 
Th e Co mmo n Co u ncil’s Bu ild- 


th e stadiu m, h as no th ing to do 
with bo o kings th ere. Th e co u n­ 
cil’s bu ilding co mmittee u su al­ 
ly 
deals 
th ro u gh 
th e 
city 
Ray mo nd A rm ater, 11th W ard clerk’s 
o ffice in making 
th e 
and 
Jo h n 
Mach io ne, 
12th bo o kings. 
W ard. 
It was no ted to day th at th e 
Kingsto n’s 
Recreatio n 
De- mix u p in bo o kings came abo u t 
partm ent, 
alth o u gh 
inv o lv ed I fro m "o missio n.” 
Pleads Guilty to Manslaug hter 


Jam es Benny Franklin, 19 , o f clo sed th e bo y h ad died fro m 
Kerh o nkso n, ch arged with first a pu nctu red liv er and h ad also 
, 
, 
. , 
, 
.. Jsu ffered sev eral fractu red ribs. 
degree m anslau gh ter fo r th e, 
A cco rting 
to 
sta le 
Po lice 
death o f 4 -y ear o ld 
Mich ael 'wh o 
inv estigated 
th e 
death , 
Stew art last Feb. 14, entered 
a plea o f gu ilty to seco nd de­ 
gree m anslau gh ter in Co u nty 
Co u rt Mo nday . He will be sen­ 
tenced Ju ne 28 at 10 a. m. 
Meanwh ile, h e was remanded 
to jail by Co u nty Ju dge Ray ­ 
mo nd J. Mino . 


and fo u nd th e bo dy o f th e bo y . 
He repo rted to State Po lice at 
Ellenv ille. Th e bo dy was lo ­ 
cated abo u t 100 feet o ff th e 
h igh way and no t far fro m th e 
trailer. 


To day 's iro ning o u t o f diffi­ 
cu lties came th ro u gh co o pera­ 
tio n between May o r Ray mo nd 
W. 
Garragh an, 
City 
Clerk, 
Th o mas R. Ly le, members o f 
th e Knigh ts o f Co lu mbu s and 
a spo kesman fo r th e circu s. 
Th e gro u p’s m eeting and in­ 
spectio n o f th e plaza site th is 
m o mmg fo llo wed receipt o f a 
letter by Ly le Mo nday fro m 
co u nsel fo r th e Flea M arket 
| citing 
difficu lties 
enco u ntered 
by th at o rganizatio n, wh ich h ad 
to co ntact many dealers in a r­ 
ranging fo r th e Ju ne 10 sh o w 
A fter th e letter was receiv ed 
it was decided to co ntact cir­ 
cu s o fficials and arrange fo r 
th e ch ange in gro u nds. 
A fter discu ssio n o f th e pro b- 
th e 
Franklin liv ed with Mrs. S a ra h ,--------- 
... 
Mae Stew art 
at 
h er 
trailer 
Qu estio ned 
later 
Franklin 
th is 
mo rning 
in 
h o me alo ng w ith th e two ch il- said th e bo y ’s m o th er h ad left m ay o rs o ffice it was arranged 
dren. 
Franklin 
was 
u n e m - th e trailer abo u t 8 a. m. and fo r th e lo cal gro u p 
did no t retu rn u ntil after m id­ 
nigh t. 
Meanwh ile, 
th e 
bo y 
"messed h is pants” and Frank- 


to 
meet 
Dlo y ed. It was alleged th e bo y 
h ad m et h is death fo llo wing a 
beating fro m Franklin wh o al 


with Co l. Ro y Zinser, pu blic re­ 
latio ns o fficial fo r 
th e 
Cly de 
Beatty -Co le Bro th ers Circu s, 
legedly u sed h is fist and a sh o e.|lin apparently became enraged 
Meeting 
with Co l. 
Zinser 
. 
. 
, 
, 
. 
and 
after 
striking 
th e 
bo y alo ng wnth Ly le were th e fo l- 
ine 
bo dy 
was 
by jpiace<j th e bo dy in th e bo x , se- lo wing members o f 
Kingsto n 
Th n Krv iv nf th p fmir v par 
cu red it w ith an electrical co rd Co u nsel 27 5, Knigh ts o f Co lu m- 
1 
I 
u as wh UnVngu ,n i tt 
and placed it u nder so me bru sh 
- 
- 
o ld bo y was fo u nd by a h u nter with h is beagle h o u nd. Hay es „o mp .pst ineo fro m th e trailer 
in a cardbo ard bo x ju st o ff no ticed a 
galo sh pro tru ding Hp th o n retu rned to th e trailer 
and cared fo r th e bo y ’s little 
G ranite 
Ro ad wh ere 
it 
h ad fro m th e cardbo ard bo x wh ich 
been left in a wo o ded area, h ad been co v ered with bru sh 
Th e 
bo y 
resided 
with 
h is in an apparent attem pt to co n- 
m o th er and 11-mo nth s o ld sis- ceal it. 
ter in a trailer o ff Granite 
W h en Hay es o bserv ed cu rley 
Ro ad, Kerh o nkso n. 
h air sticking th ro u gh th e o pen- 
An au to psy a t th e time discing o f th e bo x h e inv estigated 


sister. 
Franklin’s plea o f gu ilty to 
seco nd 
degree 
m anslau gh ter 
was o ffered th ro u gh h is a tto r­ 
ney , Sh erwo o d 
siened co u nsel. 


bu s: 
Grand 
knigh t 
Jo seph 
Bru no , 
Financial 
Secretary 
Ru ssell 
B ro tt 
and 
Bernard 
O’Neil, o f th e co u ncil. 
Circu s perfo rm ances will be 
giv en starting at 2 p. m. and 
at 8 p. m. Satu rday . Th e sh o w 
E. Dav is, a s- adv ertises itself as "Americas 
‘L argest big to p.” 


Th is was abo u t th e brigh test 
so o t to dav in an o th erwise dark 
o ictu re as th e U.S. go v ernment 
nu sh ed fo r a sneedv cease-fire 
after it eased awav fro m o ne 
o fficial’s u se o f th e term neu tral 
and wo u nd ud as a self-pro - 
claimed no n-belligerent. 
Th e o fficial so u rces said th eir 
rating 
o f 
Kremlin 
intentio ns 
cam e 
fro m 
beh ind-th e-scenes 
discu ssio ns with So v iet diplo ­ 
m ats and o th ers at th e U.N. Se­ 
cu rity Co u ncil o v er riv al pro ­ 
po sals fo r a cease-fire in th e 
dav -o ld co nflict. 
Th e assessm ent eased fears 
th e Middle E ast flames wo u ld 
qu ickly ignite a m ajo r po wer 
co nflagratio n. Bu t th e Arab Is­ 
raeli firefigh t itself po sed serio u s 
pro blems fo r th e United States. 
President 
Jo h nso n was 
ex ­ 
pected 
to discu ss 
th em with 
Demo cratic leaders and with h is 
secretaries o f state and defense 
at sch edu led meetings to day 
At 
th e 
State 
Department. 
Ligh ts were o n all nigh t as o ffi 
rials scanned repo rts fro m th e 
co nflict area and wo rked o n 
su ch pro blems as: 
— Ho w to ev acu ate, bv civ il­ 
ian transpo rt if po ssible, th o se 
o f th e 44,000 Americans in th e 
14-natio n danger zo ne wh o w’ant 
to get o u t. 
"In v iewr o f th e h o stilities." j 
th e State Department banned 
all 
bu t 
specially 
au th o rized 
trav el bv U.S. citizens to Israel 
and 13 Arab co u ntries reach ing 
fro m Iraq o n th e Persian Cu ff to 
Mo ro cco o n No rth Africa’s Medi- 
terranean-Atlantic co rner. Anti- 
U.S. 
demo nstratio ns 
flared 
acro ss th e bro ad Arab area and 
Americans 
were 
adv ised 
to 
leav e 
—Wh eth er to cu t th e appro x i­ 
mately $200 millio n wo rth o f 
U.S. eco no mic aid in cu rrent 
pro gram s fo r Israel and many 


o f th e Arab states. Th e United 
States also h as sh ipped arm s to 
bo th Israel and so me o f h er ene­ 
mies. 
Military repo rts reach ing th e 
administratio n indicated Israeli 
fo rces bested the Arabs in th e 
first dav . 
Bo th th e Wh ite Ho u se and th e 
State Departm ent said th ev did 
no t kno w wh o lau nch ed th e at­ 
tack and th at it co u ld take a 
lo ng time, if ev er, to determine 
wh ich side was th e aggresso r. It 
was 
learned 
fo llo wing 
a 
co ngressio nal briefing Mo nday 
th at th e adm inistratio n h ad ac­ 
kno wledged su rprise at th e su d­ 
den o u tbreak o f battle. 
Th e U.S. po sitio n o n lau nch ing 
o f th e attack gav e po licy makers 
mo re ro o m fo r m aneu v er. Fo r 
o ne o f th e U.S. co mmitments 
reaffirm ed bv Jo h nso n du ring 
th e crisis is th at "th e United 
States stro ngly o ppo ses aggres­ 
sio n by any o ne in th e area." 
Th e So v iets, in a go v ernment 
statem ent 
issu ed 
in 
Mo sco w 
Mo nday nigh t, pro mptly brand­ 
ed Israel as th e aggresso r and 
reaffirm ed Kremlin backing o f 
th e Arab po sitio n. 
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Slate Officials Visit 
Ulster Diabetes Gro up 


. 
N. Burg, p hysidan-advlsor for 
tfv> kind rtiap ler and 
Mrs. 


New York DU» b# 1fi A*mkm » R mI x , dUtctor of p rogram* 
tnm ofM*4* wore gwsta at the[Al*<^p rta<*n t WM D r Noivnari 
roornt dmnn meeting 
Ulster (tm p irr n<t the Oover- Rurg 
r>>r OlrHnn Hotel. 
Honor Hr. Bight 
Arm** those *1 tending were 
Nlfhota jHud tribute to the 
l>r. Grraki J. Fricdrrmn, p ro*- late Dr. I'uHi* Bight, a bawi- 
klrtrt. AKPWI C. NK+Vrl. 
r% 
e. 
- 'of 
the 
Ulster 
Oiap ter. 
He 
Uttve (hreotor; Dr. Stanley S. strMIM^ th^ v<>eai,tonal and re- 
Bergen Jr.. ohauman of the tobUimtlon a<* 1atancr n ftn d 
cheater of fund nHwng end by the Mete for diabetic ohriL 
p .ibbo 
re**None 
and 
Harry dren. 
Dr. Jotxmie L. Knit tie. As­ 
sistant Professor at RockrfH- 
ler University Hosp ital, a mem* 
i>er of the flesearrh (’ommittee, 
Clinical Society of the New' 
Y o r k 
Dialieto* 
As*oci*ti<m, 
» p ke on ( >bo*ity and Blood 
rhloMeml Dr. KizHtle said he 


Family (-amping 
Ten! tips Giv en 


family 
- nfj was 
p rimarily 
interested 
in 
[Obesity and secondarily inter 
MIU GOES DOWN 
Sequence shows 


When It mne* to 
camp ing, tlx exp erience 
reaearrh of the Hoy Scraita r^ted in Diabetes. Dr. Knktle]how M ajrRiiip h"ir Kuster, 35,"of St. I/Ouis, 
p rovides valuable tip * for mod- concerned himself mainly with Mo shot down a 
MIG after comp leting a 
em tent dweller*. 
the extreme obese. th<*e hev-;bombing mission over North Vietnam. 
At 
"Camnin* r e o ul r e a s.ane in8 * history of over weight jr ft Kuster ratchea the enemy p lane In the 
vamp ing r e q ui r e , a m 
^ ^ 
ag<) 
^ 
^ 
hl# y m Thund# rchief> 
In cen. 
kno w-ho w, 
aay a Henry hig h- JS#J|Trh o f 
^ 
q[# n * 
mey, C a m p i n g 
Committee tion and answer p eriod waa de- 
ohairman 
ol 
the 
Rip 
Van voted mainly to bl<md rholea- 
Wmkle Council, Boy Scouts of f« rr» l. 
America "and life In a tent can 
l.aud Hosp ital, Freeman 
be more enjoyable if families 
Prtwrunent among the many 
know how* to choose a tent site,L%dv> have lieen of assistance to 
how to p itch « tent, how to y ^ ter c o p te r. New York DJa- 
live in the tenh and how to p ^tes Association and resfion- 
take care of it." 
jsible for a successful year are 
Kightney p oints out that the 
Renedietine Hosp ital and 
tent site should lie on reason- Th# , Kingston Daily Freeman 
ably level and smooth ground, The Benedictine Hoap itel p ro- 
have a south or southeast ex- vkUhI the auditorium of the 
p osure, be p rotected from the school of Nuking for all gen* 
wind, have no trees or dead 


Co nv entio n 
Backs LBJ o n 
Middle East 


ter, Kuater Area hla 20mm cannon hitting 
the left wing of the MIG near the fuselage 
and It bursts into flames. At right the wing 
is engulfed In flames. 
The MIG crashed 41 
miles east northeast of Hanoi. (U.S. Air 
Force Photo via AP Wlrep hoto) 
Ro nd o ut VCS Na mes Ho no r Stud ents 


fall, overhead or nearby, and 
not be nmr gullies or ravines 
because of flr.sh-flood danger. 
Every new Boy Scout learns 
how to tie a taut-line hitch for 
guy lines and knows that a 
tent should not be ditched. 
The number one rule for liv­ 
ing is "beware of fire'’ — keep 
all flame* from the tent, Eigh- 
mey says. Other p oint* to re­ 
member are 
to 
keep extra 
rop es available for quick storm 
rigging, loosen tent rop es In 
case of rain becauae canvas and 
rop e shrink when wet and tight 
rop es can rip the lent in a 
at arm, look out for p unctures 
and 
abrasions 
from 
sharp 
p oles, never p ile dirt or leaves 
against the 
lower walla 
to 
avoid p ossibility of rot and 
diatintegration. 
use 
netting 
materials or a rep ellent for 
making the tent bugp roof, and 
adjust the windows and doors 
far good ventilation. 
A tent will give many years 
of service if it is cleaned care­ 
fully after use and dried thor­ 
oughly 
before 
storing. 
The 
tent should be rolled or folded 
with the roof p rotected and 
should be carried and stored in 
a bag , ESghmey advisee. 


iap - 
ip h- 


era] meetings, the staff lounge, 
p hysicians' 
dining 
room 
or 
cafeteria for executive commit­ 
tee meetings. 
The 
Kingston 
Daily Freeman has p ublished 
inform.itum p ertinent 
to the 
diaeo.se, activities of the cha 
ter and p rovided p hotogra 
ers for many occasions 
The op en house ohsetvanee 
at ('amp Nyda. Burlingham, 
on June 25 p rovide* the date 
and p lace for the Ulster Chap ­ 
ter p icnic 
Camp Nyda, the 
world's largest summer camp 
be- diabetic children accep ts 
without regard to race, color 
or creed, between tike ages of 
ft and 11 in July and those aged 
12 to 15 in August. One or 
itktic doctors and seven nurses 
are in Attendance throughout 
tike summer. 


Marine Promoted 
Marine laukoe Corp oral Ed­ 
ward H. Hill, non of Mr. and 
Mn. Edward M. Hill of Kllcn- 
viMt, won p romotion to his 
p resent rank in Ds Nang. Viet 
nam, while serving with Second 
Battalion, 11th Marines, an ele 
meut of the First Marine Di 
vision. 


, 
1 
* i i 
B r itts 
*W 


■an goto n r uu 
MrorrtNo owmm 
Tall 


Wednesday Night 


5:0 0 p. in. to 7 :3 0 p. m. 
PuSe 


RESTAURANT 
Roast Turkey Dinner 


Youof Native Turkey, Old Fashioned Dreisinf, 


Buttered Vefettble, Whip p ed Potatoes, 


Hot Roll and Butter. 
$1.29 


Honor roll Hats for the third 
quarter of tihe school year have 
been released as follows by 
Rondout 
V.IMey 
Junior 
aud 
Senior High School. 
Seniors 
High Honor- I/esley Oohltoil 
anti Mary Robcrtaecio. 
Honor—Judith Fofntxmg. John 
Fisticr. I/kuls FLsihcr, I jeon F\tl 
geraid, Patricia Hetnitz, Janet 
Miller, (Tkrtatdna Porete, Syhdlle 
Pimve, Sheeley Susaman, Paivla 
Weisa, Barbara Wiejacka and 
Crnig Wilson. 
Merit — Janette 
AJkinson, 
Fess 
Ayers, 
Waiter 
Bilyeu, 
Roikci-t 
Ganoellaro, 
Yang 
(.limed well, 
Joftnne 
Ctxigan, 
Virginia Davenp ort, Ctul* D<x>- 
Md tic*. Dougfat Dnyle, I>on« ld 
DuBols, Fnancls Kmtoree, John 
FTyrnik, 
ElazatkCth 
Hartman 
Jeanne Hill, Andrea Jacobsen 
Carol Jarkuiti, Rasmus Jensen 
and Sanrtra Jtitki. 
AJso. 
Baahiu'* 
I>awrenee 
Martin 
Ixninger. 
Michael 
Lynoh, p aizAbeth Mahoney, Re 
nee McCabe, (larence Miller 
Rosemarie Mi Her, Ursula Pe 
tcrsen, Patricia Pobmine, Eve 
Schaefer, Susan Scboonmaker 
W i l l i a m 
Jlp earnkan, 
Mary 
Stokes, Mat*y Swenson, Regina 
Taylor. Arnold Van I^aer and 
Glerm Woruch. 
Merit — Rosalie Albright 
Rose 11a 
Albright, 
A n d r e w 
Bnlch, 
Ida 
Fknnett, 
Martha 
Constant, John Decker, David 
Fsinberg, 
Georgina Guntner 
Gayle Grunwald, D<» boiah Ham 
Sheila Horn, Judith Johnson 
Katherine Joule, Karen Kear 
ney, June Kelsey, John F. Le 
may, Terry Llp ton, Marjorie 
Lyke, 
Dean 
P a 1 e n, 
Allen 
Pomerant*, Sherry Rian, Fran­ 
ce* Sagar, Gloria Sagar, Patri­ 
cia 
Sktp onaro, 
J e a n n e t t e 
Sclireiber, Carol Shaver, Vln- 
cene Sickles. David Sims, Ron­ 
ald Sira, Donna Sutton and 
Barry VanDemnrk. 
Freshmen 
High Honors — Brian Davis, 
Debra Donkcnsohn, John Hall, 
Roxie Passer, Anne Van Kleeck 
and Steven Zwick. 
Honor—Howard AJtholz, Ste­ 
p hen Davi.s, Jayme Fein berg, 
Thomas Hartman, Peter Koola, 
Brian Lowe, Chris 5%ciioonmak- 
er, I>ana Slater and Myra Sum - 
man. 
Merit 
Alfred Auletta, Mary 
Rose Boice. Kenneth Bru-sh, 
Kent Buawell, Charlotte Con 
stant, 
Arthur Davis, 
Dennis 
Doyle, 
Sharon 
Eckert, 
Alan 
E l s t o n , 
Patricia Friedman, 
Gary Greene. Jo Ann Hajck, 
Renee Jenkins, I/>raine Jung- 
bluth, Darlene Kelsey, Nancy 
I/ewis, Marilda Miller, David 
Mills, 
Sharon 
Post, 
Ardyce 
Saunders. Peggy Sohoonmaker, 
Louise Tatunczak, Donna Tiano 
and Darlene Van Laer. 


High 
Black, 
Michael 
Denkotwohn, 
Iris Gerah, Catherine Mills and 
Andrea Oleksiw. 
Honor — Ecvelyn Clementz, 
Kathleen Connell, Paul Lesser, 
Michael 
Martin and Natalie 
Robertshaw. 
Merit 
— 
Bermc* 
Barr, 
Thornaa Becker, Jane Bogert, 
Barbara Brush, botma Bur­ 
ger, Alliaan F. Case, Jannig- 
jen Dejager, Corinne Fednberg, 
Charles Getirge, Okarles Han­ 
sen, 
Steven 
Linehan, 
Clyde 
MurshaJl, 
Jan 
Mayberry, 
Howard 
Mills, 
Linda 
Mock- 
ovack, Step hanie Nekos, Bar­ 
bara 
Ruck i. 
Ellen 
Ruasack, 
Elaine Simp son, Helen Smith, 
Cynthia Thomp son, Susan Wee- 
ber. Brenda Wells and Julia 
M. Worden. 
ftnphnmo res 
High Honor — Karen Knud- 
sen and Thaleen Schoonmaker. 
Honor — Nancy A. Boss, 
Jean Embree, Sharon HTston, 
Mark Flaher, Keith Gorham, 
Elizabeth Harris, Wendy Lor- 
zing, Sandra Mectz, Carol Mi- 
kalonis, Patricia Mills, Betsy 
Raymond, (Jwyne Robertshaw’, 
Eileen Shields, Robert J. Tay­ 
lor, John Tegler and Dennis 
Van Wagenen. 
Eig hth Grade 
High Honor — C a r o l i n e 
Robertaocic and Wendy Rose. 
Honor — Laurie 
Barringer, 
William Brownlie, Bruce Burr, 
Mark Orisman, Mark Cullen, 
I/eslie Green, 
Nora 
Hansen, 
Eileen Mikalonis, John P. Mills, 
Carol 
Numrlch, 
G w y n n e 
Pamielee, 
Cynthia 
Raymond, 
Steven Robinson. Julia Ross, 
Philip Ruxsak, John E. Ryder, 
Deborah Seymour, Nancy Sher­ 
man, Daryl White and Linda 
Young. 
Merit — Katherine Barnhart, 
Barbara Barthel, Michael Birk, 
Wayne Burlarley, James Can­ 
nizzaro. Francis Oolonna, Susan 
M. Dorfner, Susan Greene, Le- 
Roy Hassc, Cameron Hendrix. 
Barbara 
Heaanauer, 
Douglas 
Holly, 
Mary 
Jones, 
Josep h 
Konen, Diar.e Koola. 
Richard L. 
Lane, Thomas 
Lynch, Linda Markle, Marga­ 
ret Mayer. 
Christine Miller, 
Lee 
Paatalove, 
Nancy 
Jane 
Schultz, 
Marla 
Shabanowitz, 
Robert 
Sherritt, 
M a r y 
E. 
Smith, Barbara Sp raul, Philip 
Sutton, 
Eugene 
Terwilliger, 
K a r e n Terwilliger, Barbara 
Weeber, Christop her Wikane, 
Catherine Wilkie, Diana Wil­ 
kins and Janet Worden. 
Seventh Grade 
High Honor — Neal Daskal, 
Rorydd Hall and Walter Zahar- 
chuk. 
Honor — Michael 
Botsakos, 
Carolyn Civill, Lynn Davenp ort, 
Diane DeGraw, Donna Duncan. 
Laura Finestone, Barbara Ja­ 
cob. Jennifer Jones. Bronwyn 


ALBANY. N Y. (AP) ~ Dele­ 
gates to the State QmstHutinnnl 
Convention have marked the 
beginning of their third month 
hi session by p assing a resolu- 
1wo»i urging die U.S. »o seek a 
reaae-f5re in the Israeli - Arab 
war. 
The eorrvenHon also went on 
rerorri Monday a« sup p orting 
Pmsklefin Johnson’s state merrt 
tbut the U.S. would keep famtb 
in ;m>1e<ting "the Integrity and 
bounrlnrir* <jf all natwin* in the 
MiirkHe hiaat.” 
The resrdution asked the U.S. 
In work through the Untied Na­ 
tions in its p eace-making role. 
Bari W. Rrydges, the conven­ 
tion’s minority 
leader, 
intro­ 
duced the 
resolution on the 
ground that the convention wa» 
the only legislative - like group 
now in session in the atate. 
Robert F. Wagner, the con­ 
vention’* first vice p resident, in­ 
troduced the amendment call 
ing for sup p ort of President 
Johnson. 
liarlier. Gov. Rockefeller said 
in a brief interview that the war 
was a "tragedy" He. too, urged 
sup ixxtl of the PrMirienl. 


Po wer Merg er Being Studied 


SYRACUSE, N.Y. (AP)—Ni-I Earle J. Machoid, p residem 
agara Mohawk Power Corp . and 
Niagara M ohaw kandU il- 
.. 
, 
... . 
, . UMorn M. Lyons, p resident of 
^ 
Y« rk State Eleilne 
^ 
w m a « stro ng 
id Gas Corp .. serving a total p robability that the new, major 
of about two nuillfton customers facilities needed in the next dec* 
in a 41,000 square mile nova Up -ia*^ anr| ka't<’r rn°y 1)0 
. 
and built 
under common owner- 
■ *** itudylng 
the fxrtanbllii- 
lower coats. 
ty of a merger. 
Niagara Mohawk serves 1,. 
Officials of the two utility 162,000 electric customers and 
comp anies said Monday that a p rovide* gas service to 387.000 
consulting ftirn would be hired 
to conduct the study and make 
recommendation*. 
The firm* satid it wan p ossi­ 
ble long - range economies to 
both consumers and stockhold­ 
ers might result from a merged 
op eration. 


customers. The romp any. head­ 
quartered in Syracuse, had rev­ 
enue* of about 1400 mdlkm last 
year. 
New’ 
York 
State 
Electric, 
headquartered in Ithaca, had 
revenues of about $145 million 
last year. It serve* 518.000 elec­ 
tric and 113,000 gas rustQmers. 


Mt. 
W a s h i n g t o n , 
New 
Hamp shire's 
6.288-foot 
p eak, 
is the lofticat in 
the north 


Juniors 
j Ludlow . 
Linda 
Miller. 
Anne 
Honor 
Frances Greta Nielsen, Andrew Oleksiw, 
Cathrine Salvatore, Kris Schoon- 
maker, Gary Shaver, Gordon 
Smith. Carl Sp eakman, 
Rita 
Stodard and Sharlene Taylor. 
Merit-Daniel Brennan, Diane 
Caruso, Mark Caulfield. Leona 
Chatham. 
Kathy 
Coddlngton, 
JoAnn Conard, Jody Country 
man, K r i s t i n e Countryman, 
__ 
Floyd Craig. Thomas Crookston, eastern United States. 
Diane Davenp ort, Susan Dick 
erson, Phyllis Fisher, Daniel 
Gelerinter, Delp res Gray, Steven 
Grimm. 
Also, Gisela Hiller, Martha 
Hornbeck, Marcia Kahle, John i 
Kaiser. Kathleen Mann, Virginia 
Mann. Marilyn Montalvo, Barry 
Paetow, 
Roy 
Passer. 
Diana 
Phillip s, Paul Poenicke. Ruth 
Poenicke. 
Daniel 
Schliftman, 
Kathy Stokes, Kathleen Swen 
son, Lucinda Terwilliger, Kathy 
Tomp kins. Harold Van Etten, 
Ellen Waldlnsp erger. 


John Steinbeck was bom in 
Salanoa. CAUL, in 1902. 
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MOHICAN 
MARKET and BAKERY of KINGSTON 


5 7 -5 9 JOHN STREET 
ACROSS FROM PARKING LOT 


- 
MEAT DEPT. WED. SPECIAL - 


i Fresh Ground All Beef 
HAMBURG 3i1 


BAKERY DEPT. WED. SPECIALS 


FRESH 
PEACH PIES 
39J 


Glazed — Twist — J elly — 
Co co nut — Cho c. — Cream 
MIX VARIETIES 
DONUTS 
49 


ONE DAY 
ONLY 
R e|. 79c 
c 
dx 


: 


FREE DELIVERY ON ORDERS OF $1 0 OR MORE 
• 
! • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • • { 


' Btfttr 
Kingston Plaza 


Op en Daily 10:00 A. M. to 9:30 P. M. 
Fridays 10:00 A. M. to 10:00 P. M. 


Vuskens 


Smart lo w heel sho es fo r to wn with 
delicate straps and dressmaker butto ns! 


BLACK, TAN 
8.0 0 


W HITE 1 0 .0 0 


SHADOW 
BO NE, W HITE, BLACK PATENT 
0.00 


V . 


A b ea u tifu l, q u a lity p la ce settin g , 
d esig n ed b y E rik Nielsen o f Co p en h a g en 
a n d h a n d cra fted 
in Ho lla n d o f th e fin est 
S wcd ich » ta in le» $ steeL 


MAIN BANKING OFFICE 
301 Wall Street 


KINGSTON PLAZA BRANCH 
Kingston Shop p ing Plaza 


MIDTOWN BRANCH 
80 Smith Avenue 


ALBANY AVENUE BRANCH 
Town of Ulster 


HUGUENOT NAT’L BRANCH 
New Paltz, N. Y. 


ALMOST UNBELIEVABLE — you can start your 
comp lete table service for 6, 8, 12 or more with this 
lovely “Tulip Time” free 5-p iece p lace setting just by 
op ening a 550 checking or savings account at any one of 
the listed branch offices of The State of New York 
National Bank. 


The first setting is our gift to you! Additional settings 
can be p urchased at the unbelievable p rice of only 52.25 
each, a fraction of usual value, every time you make an 
additional dep osit of 525 or more. 


YOU’RE REWARDED THREE »’AYS! 


1. You acquire, at a give-away p rice, elegant tableware 
fit to grace the most formal meal. 
( 


2. You have the op p ortunity to learn at firsthand just 
how p leasant and convenient banking can be at The State 
of New York National Bank. 


3. 
You have the added assurance of a few extra 
dollars in your bank account, ready to take care of ever- 
recurrent emergencies. 


aifttn SMC 


TOE KINGSTON DAILY FREEMAN, KINGSTON, N. Y., TUESDAY EVENING, J UNE 6 , 19 6 7 
THREE 


K IN G S TO N , N E W YORK 
2 8 0 W A L L S TR E E T 
Member F.D.I.C, 


FAMOUS MAKES— BEAUTIFUL 


MODELS 


Air Power Of Arabs Hit Hard 


WASHINGTON <AP> — The 
Israeli 
arir 
force 
ap p arently 
oheued in> flic Arab air forces 
in the first dav of the war. U.S. 
govemm ent 
source s 
re |x > r t od 
after hearing from American 
observers in the Middle East. 
This 
information 
tended 
to 
sup p ort Israel’s claim that its 
lets had struck a hard blow to 
Arab air p ower. 
The U.S. sources, who orovid- 
Prods Parley 
On Constitution, 
Get to Business 


Bv CHARLES DIM AS 


od no figures, stop p ed sliort of 
say ing the Arab air forces had 
been neutral i7 od. 
If thev have 
succeeded in 
smashing Arab air p ower, the 
Israelis will have achieved one 
of two vital miHiarv objectives.' 
The other maior milltarv aim 
is destruction of Egy p tian tank 
forces. 
The Israelis and fl>c Egy p tians 
each were crediled with having 
about 1.000 tanks before the 


fighting broke out, witli another 
1.000 or so tanks distributed 
among other Arab armies. 
Rep orts to the Pentagon on 
the military course of the war 
were still scanty in detail many 
hours after the fighting began. 
Israeli 
military 
leadersj 
claimed Mondav to have do 
stray ed 374 Egy p tian. Jordanian 
and Sy rian aircraft in aerial 
combat and on the ground. The 
Arabs claimed 
to have 
shot 
down 161 Israeli p lanes. 


Brid g e 
Neal Plav Under Different Name 


PLANNING GOP DINNER—Final p re­ 
p arations were made Monday for the 10th 
annual fund raising dinner of Ulster County 
Rep ublican Committee to be 
held at the 
Granit Hotel, Accord Wednesday night. Perry 
Dury ea, 
State Assembly 
minority 
leader, 


will be p rincip al sp eaker. Particip ating in the 


By Oswald A James .Incoliv 
Newsp ap er Enterp rise Assn. 
In our recent discussion of 
‘Bridge for Women" we men­ 
tioned that female bridge ex ­ 
p erts are more ap t to p lay 
- 
w 
, 
ALBANY. N.Y. (A P)-Presi- 
arrangements are (1-r) Mrs. Monroe Ix >ng- I. 
. 
. 
. 
endy ko, Mrs. John Salap atis, Mrs. W alter 
Antnonv J . iravia nroa-i hunches than their male coun- 
Dunham, 
dinner 
co-chairman 
and 
Mrs. 
dod the State Constitutional Con- ter p arts 


urcd out the low heart p lay 
at trick two. 
"Just a hunch,". 
rep lied Jan. 
Later on she ex p lained that 
it wasn’t really a hunch. 
She 
realized that if West had led 
,‘rom jack-cight-two her low 
p lay would lose and the queen 
p lay would win. and that if 
West had led from eight-ftve- 
Lucille Ingarra. Edward T. Feeney J r., is din- v enion today to switch its at- 
We also pointed out that |WO 
ten p]av would 
net rh.urm.in 
tcntion from oratorv to the con- ^omen 8 hunches arc likely to ^ 
onjy winner but Jan 
Conserv e Water, Plea 
To Rosendale Users 


. , , 
A 
. 
., 
be more good common sense 
t rover si a 1 Issues vt must decide. ,ban p sy chic 
time we got down to 
"It’s 
bu.« ine 
sociatcd Press. 
At Travla’s urging, conven­ 
tion committees p rep ared to re­ 
p ort p rop osals for lowering the 
voting age to 18. p lus several| 
I p rop ositions dealing with court! 


Robert J. Sheehan, sup erin- 1 the reservoir is slightly above said, and this has cut down 
a 1 ^ Travia p ointed out in an inter-! 
tendent of the Village 
of Rosen- ; the 5 0 p er cent mark. He indi- 1tremendous less due to leakage 
v iow‘ fhat 
v arious convention! 
dale W ater Dep t, has cautioned 
nf? 
h J ir 
♦ 
♦ 
I commit to s have been occup ied) 
ex cess of a million arid a half 
We must all now try to get with p ublic hearings and con- 
K 
tU Ti <>,u r 1own 
' “ H id craG o n „f score* of nronosal. 
has been almost two 
weeks and initiate a sort of voluntary |for revising the state’s basic! 
He also p oints out the need!w|thout any ^substantial rains^ curtailment and in that way we b a rte r 
can p( mib] y 
foresta], any criti.j 
^ mong othor thing5> he saW 


c« l shortage during the com- he has suggested that commit­ 


ment on: "I had p lay ed against 
this East before. 
He alway s 
2? j false-cards against me 
so if 
he had started with ace-king 
or ace-king-.jack he wx uld au- 
Travia told The As-ltamcl p lay ed by Jan Stone o f1 
New York. East won the heart 
lead with his king and returned 


the village residents against 
any unnecessary use of water. 


for all to cheek for anv leak s w e 
m u st 
lak e 
steps 
tow ar(i 
ror an to cnecK tor any leaks water conservation before the 
in order to help p revent the sup p ly dwindles to a critical 
waste of water. 
state, he said. All the p ump s 
Sup t. Sheehan said although and equip ment have been fully 
ing summer months. 
Every ­ 
one’s 
coop eration 
would 
be 
the w ater situation is not at overhauled and the sy etem is greatly ap p reciated," Sheehan 
the critical p oint right now,! in good functioning order, he I concluded. 


Resnick Calls War Battle of Terrible Odds 


His vital concern over the i will certainly 
need 


tees rep ort to the floor — for 
debate — p rop osals for: 
— Lowering the legal voting 
age from the p resent level of 
21. 
— Revising voter qualifica­ 
tions. to eliminate or retain lit­ 
eracy requirements and p ossibly 
Ireducing 
residency 
require- 
fmancial all over the world and said heiments. 


look p retty grim indeed." 


crisis in the Middle East has sup p ort, 
arms, 
sup p lies 
and 
led him to make nlans to , - J medicine, among other things, 
led ham to make p lans to re-)He 
waf> „a 
^ 
main in Washington until the terrible odds," p itting 80 mil- 
worst of what he calls 
"this lion p eop le against only 
two 
terrible conflict" is over, 
C o n - million — and said, "if any - 
CTe.ssrnan Josep h 
Y. 
R em ck 
ta |,|*n lo Israel. 
* 
the single bastion of freedom 
told The Freemen today . 
and democracy in the 
Middle 
Resnick noted that he. along ,Flaist, then it will mean 
op en 
with many others, had been season to any one else who de- 
hop ing for the p ast few weeks cides he doesn’t like his neigh- 
that the 
Middle 
East 
crisis jber." 
would not become 
a shooting 
Resnick suggested that this C i 
17 
war. Now that "our 
greatest same condition 
could 
p revail 
w C clIC f OF 
fears" have come true, he said, j------------------------------------------ 


breakdown in international law 
Picasso stolen 
Awards Program 


thinks today all America "is I 
— Broadening the scop e of the 
p ray ing 
that the UN can re- Familv Court so that it can 
store p eace in the Middle East. I handle matrimonial matters, in- 
He added, however, that at this eluding divorce cases, 
p articular 
moment, 
"Things! 
— Authorizing the Legislature 
Sa ug erties 
Cub Pack Circus 


NORTH (D) 
6 
4 A 9 6 
V 4 
♦ AQ 10 8 8 
4 A K 4 2 
WEST 
EAST 
4 10 8 5 2 
4 7 4 3 
V A 8 2 
V K J 9 7 5 
♦ 5 4 3 2 
♦ K7 
4 J 7 
4 Q 9 3 
SOUTH 
4 K Q J 
V Q 10 6 3 
♦ J 9 
4 108 6 5 
North-South v ulnerable 
West North 
East 
South 
1 # 
IV 
1N.T, 
Pass 
2 N T. 
Pass 
3N.T. 
Pass 
Pass 
Pass 
Opening lead—V 2 


the seven sp ot. 
Jan thought 
awhile and p lay ed a low heart. 
West 
won 
with 
the 
eight, 
sashed his heart ace and led a 
sp ade. 
Jan won in her own 
hand and 
lost 
the diamond 


tomatically have nlay ed the ace 
at trick one. 
There was no 
p oint in revealing this to him. I 
I would rather that he kep t on 
treating me like a simp le p lay ­ 
er. It is so much easier to p lay 
against him on that basis." 
Jan’s logic was flawless. 
I f . 
y ouf op p onents will he kind 
enough to underestimate y ou, 
they are also going to lose to 
y ou. 
It also reminds us of a re­ 
mark made by Mary Clement, 
one of the great bridge p lay ers 
of the thirties. 
She had just 
ex ecuted a three-suit squeeze 
and asked her victim. "Was 
that actually a 
squeeze? 
I 
never know." 


to enlarge the number of Ap p el­ 
late Divisions of State Sup reme finesse to East's king but 
a ll 
Court from the p resent figure of East could do was to lead a 
four to five or sax . 
|heart to Jan's queen, where- 
------------------------ 
lup on Jan took the rest of the 
Sudan p roduces nearly $150,-jtricks. 
000.000 worth of ootton a y ear. 
E f t asked Jan how she fig- 


1 
and order." 
BRISBANE, 
Australia 
(A P), 
O 
^ 
The Elieviile Democrat 
ex -|— A Picasso p ainting valued at 
Against a circus atmosp here || 
essed his 
feel/mg 
that 
the $224,000, 
“La 
Belle 
Hollan- 0f animals, side shows and mu-III 


5 l * S 7 * was UK 
valuable I 
a t Ridge Runne rs Rod^and .H 


United Nations "has prov en to 
be totally ineffectiv e through­ 
out the crisis so far,” and he 
•aid he foresees the p ossibility p ainting in Queensland State. 
,Gun Club with the op enlng cere- | i 
that the 
"burden 
will 
fall 
Police said the thieves ap p ar- mony led by Carl Bright and $ 
upon 
the 
shoulders 
of 
the entiy forced op en a window of Mark Imhoff 
United States." Noting that Is- the gallery . 
I 
Den Chief,’ William Pangerc i 
reel has 
not 
requested 
ourj The painting was insured for ringmaster for the evening got % 
troops, he suggested that they $166,8 00. 


SINCE 1 9 0 6 


Fla me lik e de s igns ' on 
e ithe r s ide of a n "Ete rn­ 
a lly Yours " dia mond. 
e nga ge me nt ring *199 


we dding ring 
$2 9 9 5 


d ia mo nd s 
the 
Girl... 


PERFECT 
DIAMONDS 


"Ete rna lly Yours " dia ­ 
monds a re te s te d a nd 
c e rtifie d pe rfe c t by the 
Na tionwide Cons ume r 
Te s ting Ins titute , Inc . 


"Ete rna lly Yours " pe r­ 
fe c t dia mond in a la c y 
s e tting. 
e nga ge me nt ring *479 


we dding ring 
* 2 0 


An "Ete rna lly Yours ” 
dia mond on the e nga ge ­ 
me nt ring of a trio, 
e nga ge me nt ring *339 


la dy ’s ring 
* 2 0 


ma n’s ring 
*40 


Ta ke 30 , 6 0 , 9 0 d a ys 
o r 2 fu ll ye a rs to p a yI 


the show underway with Mrs. 
Werner Hegner’s scouts doing a | 
very realistic seal act, from ;| 
blowing whistles to balancing i| 
balloons. Then came the clowns 
with several funny skits, under || 
the direction of Mrs. Bright. | 
Mrs. Hocking’s scouts had a 
J 
disp lay of wild animals ranging 1 
from boa constrictors to vul­ 
tures. Their "old gray m are" 
danced to lively circus music 
and stole the show. Last on the 
p rogram were Mrs. Kurip lach's 
|scouts with their "p eep shows.” 
magic tricks and juggling acts. 
Further fun was p rovided by 
Mrs. Bogert’s den and their side 
show, and clown Vogel p assing 
out p op corn. Games before and 
after the circus were p rovided 
by Mrs. Trnka’s and Mrs. Ol­ 
sen’s scouts with games the boy s 
made at den meetings. 
Welcomed to the p ack were 
Ronald Sickler and Mark Trnka, 
both boy s receiving their Bob­ 
cat p ins. 
Wolf 
badges 
were 
awarded to Michael Ferracane 
and Timothy Van Huesan. Lion 
badge was awarded to David 
Pangerc. Carl Bright received 
a silver arrow on Lion badge 
and a Webelos badge. Silver ar­ 
row p oints on Wolf badge were 
awarded to John DiGiacomo and 
Ky le Kurip lach. A gold and sil­ 
ver arrow p oint on Wolf badge 
was awarded to Emmett Vetter. 
Two Cross Ov er 
A graduation ceremony was 
held for Carl Bright and Scott 
Olsen, crossing over from Cub 
Scouts to Boy Scouts. 
Scout­ 
master Pangerc was p resent to 
welcome the boy s into Scouts. 
Welcomed to the p ack as 
new Assistant Cubmaster was 
Emmett Vetter and also wel­ 
comed (but absent) was new 
Cuhmaster 
F rank 
Ferracane. 
David Bright has resigned as 
Cubmaster and received thanks 
for his ceaseless efforts and 
hard work. 
The closing was led by Den 
5 in the living circle and Cubs 
and their p arents enjoy ed re­ 
freshments served by Mrs. Bo- 
gert. 
Glenn Moore and Noah 
Fetherstone, who will be mov­ 
ing out of the area soon, were 
honored with a farewell cake. 
A kiiite fly ing contest was 
held May 21, with seven en­ 
tries receiving p rizes, ranging 
from highest fly ing to one that 
couldn’t get off the ground. 
A p ack p icnic with family in­ 
vited will be held at Forsy th 
Park on Sunday , June 18, from 
1:30 to 5 p . m. 


New Hours: 


9:30-5:30 Mon.-Sat. 


9:30-9:00 Friday 


294 WALL ST. 
FE 8-4083 


C> 19*7 Adv . A» » ociat« Inc. Diamond Photos Enlarged to fchow Detail 


Yo ur Fa mily Ba nk Anno unces 


Our “FATHER OF THE YEAR” Contest 


Open to Children 8 -14 Yrs. of Age 


A $25 Sav ings Account awaits the 
y oung boy or girl who writes the best 
letter telling us why his or her father 
should be “ Father of the y ear/’ 


Letters should be 200 words or less and 
be mailed to 


“ Father of The Year“ Contest 
Ulster County Sav ings Bank 
28 0 Wall Street 
Kingston, N. Y. 


Include y our name, age and address. 
The winner and the winning letter will 
be published J une 20 in this paper. 


SOLWAY 
SUMMER DAY CAMP 
PHONE 246 -4021 
WOODSTOCK ROAD 
SAUGERTIES. N. Y. 
Heated Swimming Pool 
Arts and Crafts 
Trips - Hikes - Cookouts 
Guitar Lessons Av ailable 
HOT LUNCH 
Transportation 
Saugerties-Woodstock Are* 


ijour fa mily ba nk 


AKTtCIPATFD DIVIDING 


FROM DAY OF DEPOSIT 


DONT GAMBLE 


UNKNOWN 
BRANDS 


FAMOUS 
BRANDS AT 


KINGSTON 
Applia nc e Co 


Console Stereos 


WALNUT 
WOOD 
CABINET 


Refrigerator 


LARGE 14 CU. FT. 
IN COLOR 
TOP FREEZER 


Up right Freezer 


Summer Special 
700 lb. capacity 
| 


Electric Dry er 


Delux e 
Large Cap acity 
In Color 


The Easiest Terms in Town 


KINGSTON 
Applia nc e Co. 


PLENTY OF FREE PARKING 


ALBANY AVENUE at GROFF STREET 
FE 8-1191 


OPEN DAILY NOON to 9 P. M — SATS. 10 to 5 


p 
I 
4 


POUR 
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All Dressed Up and No Place to Go 
Wa shing to n Ex p o se 
No . 4 


By rnrrlAf DO m il* per week 
.130 70 
By carrier rw year In adv* 
By mall per year. $21 84 
Sis month*, $10 02 
Throe month* $5 40 
One month. $1 
S i 
Entered as Second Cl« « * Matter at the Post Ofllc# at Kingston. N. Y, 


Member of The 4*« ortated Preaa 
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ration of all the loca. new* printed in this newspaper 
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TARTNKRS WITH YOUTH’ 
The Kingston YMCA currently is conducting its 
annual “Partners With Youth” financial drive to pro­ 
vide deserving boys and girls with two weeks of sum­ 
mer camping. Last year 54 children were able to 
attend the summer camp at the “Y“ site in Shokan 
through partner memberships. 
This year a much wider public interest in this 
constructive investment in our young people Is ex­ 
pected by the camp staff, which has developed a 
close working relationship with school guidance coun­ 
selors to asrertaln children deserving of the eamper- 
ships provided through the partner member program. 
The camp program will start June 26 with a one- 
week session and will continue through August 25 
with four two week periods. Children are transported 
to the camp by bus with various pick ups in the dty 
and en route to the camp. 
There are spectacular returns in the personal satis­ 
faction you will derive from your partnership in this 
project. Summers made happier for deserving children, 
who do not enjoy the economic status of others, will 
be greatly appreciated now and in the years ahead. 
This partnership program will strengthen character, 
develop understanding and broaden appreciation. 
Further information about sharing in this happiness 
project may be obtained from the YMCA office, 507 
Broadway. 


SANITARIUM CLOSES 
The pressure of patient care in our local hospitals 
and the need for extended care facilities in Ulster 
and Greene Counties will not be lightened by the 
closing of Dale’s Sanitarium in the Barclay Heights 
section of Saugerties. 
Dale Sanitarium for 29 years served the medical 
needs of the community as an institution whose bene­ 
fits were shared alike by those of all ages, creeds and 
races. It now is scheduled to dose its doors July 31. 
More than 1,100 babies were bom at the sanitarium 
during those years when maternity cases were 
handled by the institution. In more recent years, it 
has cared for a large number of resident patients, 
many of them elderly and some of whom were wel­ 
fare patients. Almost all of Greene County’s welfare 
patients are cared for at Dale's. 
In an endeavor to avoid dosing the sanitarium, Mrs. 
Dale suggested a modem, new building at an esti­ 
mated construction coat of $210,000 to be provided 
by priv ate indiv iduals on land donated by her. The 
plan, which called for 30 or 40 beds, did not ma­ 
terialize. 
No new patients now are being accepted at Dale’s 
and the removal and disposition of current patients 
must be resolved by the Welfare Departments o f 
Water and Greene Counties. 
With the advent of Medicare and Medicaid, sani­ 
tariums and nursing homes are making a vital con­ 
tributio n to the health care of the elderly. They are 
not just an old age home or rest home for the aged. 
They are extended care facilities providing nursing 
and rehabilitative care for the chronically ill, post­ 
operative patients and others requiring long-term 
recuperative attention. 
We are sorry to record the closing of the Dale 
Sanitarium. 


Liv ing It Up at Public Ex pense 


To d a y in Wo rld Affa irs 
Mid-East Crisis Po ints Out 
Glaring W eaknesses o f U.N. 


BROADER POLICE POWER 
As a counterweight to the rule that confessions may 
not be used in evidence unless the accused knows his 
right to refuse to speak and to have counsel, the Su­ 
preme Court has w idened police power to permit the 
introduction of physical evidence of crime through 
articles seized in legal searches. 
The 8 to 1 decision was rendered in the case of 
Bennie Joe Hayden, convicted in 1962 of robbing 
a 
Baltimore taxi office, on evidence which included cloth­ 
ing of the type worn by the robber seized in his home. 
For 46 years, the court had ruled that such material 
is so-called “mere evidence’’, not to be given weight 
in prosecution. 
Justice William J. Brennan Jr., for the majority, 
held that it was an error to rule out certain items, but 
not others, seized in the same lawful search. Only 
papers which would constitute compulsory self-incrim­ 
ination are now ruled out. Other evidence, which relate 
to the crime, now may be taken as evidence. The de­ 
cision should en~ /iirage the police and prosecutors to 
rely more on physical evidence than on confessions, 
which have been so rigidly limited by recent decisions. 


Gov. Nelson A. Rockefeller reports progress on the 
multi-billion dollar expansion p ro g ra m 
that will pro­ 
vide facilities for the New York State University to 
accommodate 261,760 full-timt students by 1974. To­ 
gether with private college, it is hoped this will ac­ 
commodate all those in the state qualified to pursue 
higher education. 


WASHINGTON — A pro - 
lo ng ed dialo g ue o n the Mid­ 
dle East teems in pro spect. 
In the interim, Eg y pt's lead­ 
er, who seeks to do minate 
the enUre reg io n, will appear 
to hav e had his way . The 
So v iet Unio n is g iv ing Nasser 
stro ng suppo rt, 
while the 
United 
States 
and 
Great 
Britain plead with him to 
ex ercise self-restraint. But it 
is pertinent to lo o k ahead at 
the pro able 
lo ng -rang e re­ 
sults as compared with the 
ephemeral advantages to be 
derived 
from 
keeping 
the 
Gulf of Aqaba closed to in­ 
ternational shipping. 
It will naturally take a lo t 
of time for the co ntro v ersy 
to get through 
the pro ced­ 
ures of the United Natio ns 
and also through the subse­ 
quent conferences that may 
emerge 
between 
natio ns 
w'hich seek to find 
a basis 
for a compromise. But ev en­ 
tually Nasser will hav e to 
face the facta o f life and 
realize that 
to 
antag o nize 
the most powerful industrial 
nation in the wo rld to day , 
and to slow down o r diminish 
shipments of oil 
fro m the 
Middle East to o ther areas o f 
the world, is not likely to 
bring economic stability o r 
prosperity either to Eg y pt or 
to the allied Arab co untries. 
Incidentally, both No rth and 
South America have a sur­ 
plus of petroleum, and per­ 
haps this is the 
time fo r 
Europe to begin to be lest 
dependent on Arabian o il. 
The 
United 
States, 
o f 
course, will gradually find 
itself complelled to suspend 
its foreign-aid pragrams to 
those countries which hav e 


openly shown their hostility 
to American interests. Also 
Congress is not likely to pass 
the pending bill which would 
provide trade concessions to 
communist countries in east­ 
ern Europe. 
It will be said that the 
Arab nations will rely on 
Russia to finance and support 
them. But Moscow is not in­ 
clined to become too deeply 
involved in economic aid to 
the Middle East while the 
Soviet Union faces a threat 
of conflict with 
the 
Red 
Chinese and is substantially 
involved in southeast asia in 
connection with the Vietnam 
war. 
The people of the Soviet 
Union nave by no means 
achieved a good standard of 
living, and it is well known 
that restlessness prevails in 
many 
areas. 
Internal 
re- 
reforms are constantly be­ 
ing urged, and changes ac­ 
tually are being made in re­ 
sponse to the unrest. Little 
by little, the Russian people 
may discover that their pres­ 
ent leaders are not advanc­ 
ing the cause of world peace 
but are actually stirring up 
friction that can eventually 
bring on a third world war. 
While there will be disap­ 
pointments over temporary re­ 
verses which the United States 
may encounter in trying to 
bring about peace and stabil­ 
ity in the Middle East, the 
responsibility 
a t the 
Soviet 
government far the crisis at 
today its being clearly out­ 
lined before the whole world. 
Perhaps the most tragic of 
the whale cantoversy is the 
apparent 
weakness 
a t 
the 
United Nations. The structural 
detects ame becoming obvious, 


but even more serious is the 
utter inability of the United 
Nations to carry out the prin­ 
ciples at its own charter be­ 
cause of the arbitrary exercise 
of the veto power in the Secur­ 
ity Council by the Soviet gov­ 
ernment. 
It is water over the dam now, 
but Secretary General U Thant 
might wed have deferred ac­ 
tion on the demand of Egypt 
for the withdrawal of 
the 
United Nations peace-keeping 
farce from its territory. This 
was the kind of step that 
never should have been han­ 
dled 
by 
an 
administrative 
officer. 
Defenders of the Secretary- 
General are arguing that the 
original 
arrangement 
w a s 
based upon the “consent" of 
Egypt and that, by previous 
agreement, this could be re­ 
voked at any time. Diplomacy, 
however, 
rarely 
acts 
in a 
precipitate manner. U Thant 
could 
have 
presented 
the 
whole subject to the Security 
Council or to the General As­ 
sembly and asked for author­ 
ity to deal with the problem. 
The United Nations has too 
many important tasks pre­ 
scribed in its charter to dele­ 
gate any of them to a single 
individual. 
World opinion is not likely 
in the long run to be content 
with a weak international or­ 
ganization. It seems certain 
that sooner or later there will 
be a universal demand for a 
revision of the U.N. charter 
so that a peace-keeping mech­ 
anism will be made available 
far instant action whenever 
international disputs break out 
that can menace world peace. 
(Copyright, 1967, Publishers 
Newspaper Syndicate) 
Jim Bisho p: Repo rter 


Former Rep. Adam Clayton Powell has failed to get 
the Supreme Court to speed his appeal for reinstate­ 
ment from the expulsion voted by the House 
o f Rep­ 
resentatives. The high court refused to permit him 
to 
bypass the Court of Appeals, on the ground that his 
appeal is not of “imperative public importance.’’ That 
must have chagrined the former legislator from Har­ 
lem, who had flo wn so high in his heyday. 


Yettoetnday, I flew to New 
York for a week of oral frip­ 
pery on 
the 
airwaves. You 
remember New York. That’* 
the place where they have 
seven 
channels 
and 
three 
newspapers. I’m the perpetu­ 
al guest on the oouch shows. 
The 
gray 
bulldog, 
always 
happy to put his bag feet in 
his mouth, answering ques­ 
tions 
on 
subjects 
about 
which he knows nothing. 
There was a time when a 
man could write a book and 
forget it. 
Those 
days 
are 
gone. 
Today, 
writing 
the 
book 
is only half the fun. 
The rest 
is 
promoting 
it. 
This means travel to televi­ 
sion and radio stations near 
and far. It means showing 
up ahead of time, 
stepping 
over snaky 
cables 
in 
cold 
bare bams, flitting 
lake 
a 
moth to the spurious living 
rooan set with its hot lights, 
couches, coffee and pancake 
makeup. 
I did 25 guests appearan­ 
ces on the old 
Jack 
Parr 
show. He was my friend. No 
m atter what was discussed, I 
always felt free to interrupt 
his interruptions. Once, when 
Castro was coming into Ha­ 
vana as a hero, I took Mr. 
Paar with me and we inter­ 
viewed an 
American 
“bar- 
budo’’ on camera in a suite 
at the Ha van Hilton. Two 
hours later, the kid sent us 
a 
g i f t: 
one 
Cuban 
girl 
apiece. The 
coward 
asked 
to get rid of them. 
Hy Gardner alwa.vs bad a 
lively show. He used to put 
me on his show, not because 
I was good at it, but because 
he had a genuine interest in. 
helping people. He knew all 
the celebritfies in show biz, 
and they had a universal re­ 
spect for this polite eager 
man. In time, he found that 
there is no payoff point in 
being nice. The tough guy al­ 
ways has an audience. 
My fcushup with the com­ 
munication 
Industry 
began 
in 19 2 6 when 1 co mpo sed a 


waltz for piano called Char- 
mant. It was atrocious, but 
it bad 
the 
correct 
three- 
quarter time and a nut on a 
amall 
radio 
station. 
WNJ, 
asked me to play it on the 
air. 
Nothing 
happened. 
I 
don’t think my mother las- 
tened. 
The interview shows re­ 
quire a sharp 
catalyst. Lrv 
Kupcinet, who does a three- 
hour TV show’ 
in Chicago, 
had me ahroard three weeks 
ago. We discussed 
a 
new 
book of mine called "A Day 
in 
the 
Life 
of 
President 
Johnson." After 
two hours, 
he looked down at me over 
that Mt. Rushmore nose and 
said: 
"I 
didn’t 
think 
the 
President was so human.” 
Afterward, 
I addressed a 
Chicago group 
called Opus 
Del. They appeared to be 
rich enough to 
pay 
$50 a 
plate, which they did. I was 
there on the cuff. Afterward, 
some of the men came up to 
the head table, shook hands, 
and 
murmered: 
"I 
didn’t 
think he was so human.” I 
went to 
Denver, 
and 
ad­ 
dressed a group of bankers 
and flanders at 
the 
Brown 
Palace, and compared Ken­ 
ned} 
with Johnson — as 
I 
knew them — and the toast­ 
m aster looked surprised and 
said: “I didn't know he was 
so human — so 
much 
lake 
the rest of us.” 
Now I’m not sure whether 
all of 
them 
were 
talking 
about Johnson or me. I’ve sat 
with Hugh Downs on the To­ 
day show’—and Dave Garro- 
way before him — and I’ll 
pick Mr. D. as one of the 
few’ 
intelligent 
ones 
who 
read the book first and then 
framed sharp questions. No 
m atter how» early the show, 
the Downs’ guests are up. 
Mike Douglas has the least 
ham. 
He can sing, dance, 
take a cream pie in Hie puss, 
or put up with an author 
who doesn’t know when to 
*top talking. He’s as genuine 
as any I’ve met. Mike is the 
only fttar who is liable to pull 


A sho cking tale o f Co n- 
g resnmen’* junketeertng and 
diplo matic blundering In thla 
fo urth In a serien o f articles 
fro m 
Jack 
A n <1 e r a o n’s 
“ Washing to n Ex po se.” 
By JACK ANDERSON 
The idea that Congressmen 
should travel is sound: to 
widen their knowledge o f the 
world, to act as ambassadors 
of good will, to keep a hawk- 
eye on how the taxpayers’ 
dollars are spent abroad. But 
members of Congress, like 
lesser mortals, don’t always 
fulfill their destiny. For a 
few the temptation to take a 
plush vacation at the tax­ 
payers’ expense has proved 
overpowering. 
The 
m o s t indefatigable 
tourist who ever s t r a y e d 
from Capitol Hill is the Sen­ 
ator from Louisiana. Unlike 
Harlem’s Adam C l a y t o n 
Powell, 
Allen 
Ellender 
is 
more sightseer than carouser. 
He totes a movie camera and 
takes dozens of reels for the 
wonderment of those at home 
who out of respect for his 
Senate seniority, let them­ 
selves be collared into at­ 
tending his illustrated lec­ 
tures. He also packs a supply 
of little black notebooks in 
which he jots his more pierc­ 
ing impressions, later to be 
published as official Senate 
reports. 
When 
confronted 
with a new volume of Ellen- 
der’s Travels, even his best 
friends wince. 
On one “good will mission” 
to Africa, he succeeded in 
getting banned from three 
new nations, 
thus spoiling 
his record of keeping up 
with the map as fast as it is 
subdivided. He outraged Afri­ 
can leaders, whose good will 
he had come to cultivate, by 
prating to the press that 
“the average African is in­ 
capable of leadership except 
through the assistance of Eu­ 
ropeans.” American d i p 1 o- 
mats, charged with his care 
and comfort, blanched. Sec­ 
retary Dean Rusk had con­ 
niptions. 
Though the Senator osten­ 
sibly desired to learn about 
Africa, he was more disposed 
to lecture. Ambassadors, try­ 
ing dutifully to brief him, 
were brushed aside. African 
leaders, 
no 
small 
talker* 
themselves, were stunned in­ 
to silence by the jet stream 
of the Senator’s voice. They 
were regaled with the Ellen­ 
der success story, instructed 
on the intricacies of Con­ 
gress, and, in the case of 
President Keita of Mali, for­ 
merly a French 
c o l o n y , 
treated to a discourse on 
satellite communication legis­ 
lation 
delivered 
in 
Cajun 
French. President Keita, 
a 
polite man, sat with glazed 
eyes; the Senator’s words, 
like Teds tar, were way over 
Keita’s head. 
In setting out on has safari, 
Ellender was not merely con­ 
tent with a letter authoriz­ 
ing him to dip into “Special 
Account” funds. He also got 


d'A/fanmrn Richard 
Redding- 
ton, who cabled the State De­ 
partment : “The Senator enum­ 
erated for President Tombai- 
baye add the places in Africa 
he waa to stop on hi* current 
trip and spoke at length of 
his career In the Senate .’’ 
Then EXevxkr encountered the 
French Charge d’Affaires and 
began 1 e c tu r i n g him on 
French shortcomings. Report­ 
ed Reddling ton woefully: “The 
Senator said forthrightly to the 
French Charge d’Affaires that 
France, 
Britan 
and 
other 
U. S. allies had failed to as­ 
sume their share at the bur­ 
den of the defense of the free 
world, leaving the whole job 
to the U. S. He expostulated 
on toe danger of the U. S. 
Public debt.’’ 
So toe elderly Ellender shut­ 
tled around Africa for two 
months, oarpimg here, quib­ 
bling there, demanding expla ra­ 
tions 
but 
rarely, 
if 
ever, 
listening to them. His exercise 
in diplomacy In Chad was 
nothing compared to has per­ 
formance 
In 
South 
Africa 
where he exchanged segrega­ 
tionist views with the late 
Prime 
Minister 
Verwoerd, 
architect of apartheid. But it 
was 
in 
Southern 
Rhodesia 
that the Senator really put 
his foot in his mouth with 
his disparagement of the Afri­ 
cans’ 
oapacdty 
to 
govern 
themselves. Hi* words were 
fflwsbed across the continent, 
and a roar of anger arose 
from Black Africa. It caught 
up with him at Dar es Salaam. 
Tanganyika. 
An immigration official ar­ 
rived and handed the Senator 
a notice which read: “To Mr. 
Allen Ellender, of Louisiana, 
U. S. Take notice that you are 
prohibited immigrant on the 
ground that you have no pass 
or permit to enter Tanganyika. 
You are hereby ordered to 
leave the country immediate­ 
ly.” Ellender, red-faced and 
flustered, argued that he had 
a visa. But the official ignored 
him and walked off. Ellender 
was obliged to remain in Hie 
plane until it couM be cleared 
far take-off. 
The Senator was allowed to 
spend the night on the clove- 
scented island of Zanzibar and 
make a brief stop at Usum­ 
bura, where he learned that 
Ethiopa would allow him to 
land only long enogh for his 
plane to refuel and that the 
Council of Ministers in Kenya 
wa* debating hi® case. Kenya 
finally let him land briefly ait 
a 
British 
military 
a/irbase 
where he could be protected. 
Ellender also was allowed to 
stay overnight at Somali but 
only on condition he would 
remain in the home of AID 
director Alfred Hurt and de­ 
part the country by 6 a. m. 
The hegira among the heathen 
was over, rounded off with & 
stop in Paris. Winging home, 
the Senator waa unabled to 
land in New Orleans because 
of fog (a condition that some 
might say was ripe with sym­ 
bolism). Eventually, he got 


la tor* labored so strenuously 
that, once freed in Novem­ 
ber. they scattered joyfully 
like school boy* on the last 
day of school. Many didn’t 
stop until they got on the 
other side of the globe. The 
President’* stem admonition 
to his fellow citizens to see 
America first and spend their 
money at home went unheed­ 
ed. The fact that they were 
spending 
t h e 
taxpayers’ 
money, not their own, didn't 
make m atters any better. At 
least 
a 
third of Congress 
headed for overseas vacation . 
spots. Of these, about 100 
stopped off in South Vietnam 
long enough to pose for pic­ 
tures with our fighting men. 
That they spent more time in 
Honolulu and Hongkong did 
not detract from the pub­ 
licity value of their Vietnam 
visits. The busiest man in 
the Pacific was lieutenant 
Colonel 
Robert 
F. 
Rhiem. 
chief of the Army Visitors 
Bureau in Hawaii, who was 
kept in 
a frenzy meeting 
planes, arranging hotel reser­ 
vations and answering ques­ 
tions about bathing beaches 
and night clubs. 
Congressional groups usu­ 
ally rate a special military 
plane, 
complete 
with 
Air 
Force 
stewards 
to 
serve 
meals and handle luggage, an 
escort officer to smooth out 
travel 
arrangements, 
and 
sometimes even a doctor to 
administer 
to 
aches 
and 
pains. 
Wives, children and 
assorted relatives are com­ 
mon free riders on these 
planes. 
Traveling lawmakers, once 
abroad, are able to take all 
sorts of advantage of a pecu­ 
liar money deal. Many coun­ 
tries, being short of dollars, 
are allowed by law to pay for 
U. S. supplies in their own 
currencies. In 1953 Congress 
slipped 
through 
a 
special 
amendment giving members 
free access to “counterpart 
funds,” 
as 
this 
money 
is 
called, to pay their overseas 
expenses. These are the funds, 
kept in Special Account No. 
19FT561. that Senator Ellen­ 
der used to finance his African 
safari. For a glorious decade. 
Congressmen on the go could 
stuff their pockets with coun­ 
terpart funds, no accounting 
asked and none given except 
for vague totals. Abuses be­ 
came so flagrant, however, 
that some restrictions were 
imposed. 
Counterpart funds have been 
used to finance lavish enter­ 
tainment, to purchase expen­ 
sive gifts, even to redeem for 
U. S. dollars. Representative 
Victor Wickersham (D-Okla.) 
loaded up on fancy merchan­ 
dise in Europe, then set up 
shop in his Congressional of­ 
fice to sell the goods to House 
employes at a profit. Senator 
Tom Dodd (D-Conn.) wound 
up a European vacation with 
a paper sack stuffed with 
counterpart currency. After he 
checked into the Parish air- 
on the Dho ne to the Pentagon 
w 
p0rt f0 r the return flig ht, an 


^ 
aid* who was rem» inin« be- 


up at a Howard Johnson res­ 
taurant in a station wagon 
full of children. He is reallio, 
trulio, exactly as he appears 
onstage. 
Another Mike, 
sumamed 
Wallace, has two talents: he 
is an ace reporter and he has 
a voice that crackles like 
falling timber. Mike Wallace 
once asked me, rather archly 
I thought, why he smelled 
perfume on me and why I 
wore two rings. I summoned 
all my grandfatherly man­ 
hood and bristled. 
“W hat you call perfume,” 
I said, “is a man’s cologne 
called Joya. My wife thinks 
it makes me smell slightly 
less gamy 
The rings are 
presents from two of my four 
daughters, and if I am ever 
caught with one on, I’m go­ 
ing to be ankle deep in tears 
from the other daughter.” It 
was a long sentence. Mike 
said: “Oh.” 
Larr>’ King, a young kid 
out of Brooklyn and now in 
Miami, represents the best of 
the next generation of t.v. 
personalities. Once, I spent 
three hours and 20 minutes 
with him, just talking before 
a camera. The interview’ re­ 
mained taut and exciting be­ 
cause his questions made it 
so. 
^ 
Merv Griffin and his British 
butler are the most relaxed 
of the big-time shows. They 
talk 
and laugh 
it 
up 
as 
though Old 
Red Eye, 
the 
camera, w’as going to be lit 
up forever. Maggy McNellis 
had a good female show go­ 
ing for a long time and she 
could 
generate 
excitement 
when there wasn’t any. Ar­ 
thur Godfrey and I had 
a 
lot of fun when he talked 
about ukuleles. I still have 
the one he gave me. 
Before 
I 
left 
for 
New 
York, I went on a panel with 
teen - agers who wanted to 
discuss sex with a middle- 
aged 
man. 
A 
cute 
girl 
stopped me dead with the 
first question: “Mr. Bishop, 
why oan't I hav« the pill?” . . 


with a request that transport 
planes, assigned to air a t­ 
taches, should be placed a t 
his disposal. Defense officials 
groaned but anted up. The 
fact that Ellender would be 
the sole passenger in these 
expensive planes was no rea­ 
son for turning down a mem­ 
ber of the powerful Senate 
Appropriations 
Committee 
Nor did anyone dare suggest 
that, in the interest of the 
economy he was preaching, 
the 
Senator 
could 
have 
saved 
the 
taxpayers some 
money by taking commercial 
flights. 
The Senate also made it 
known that he didn’t care for 
hotels, preferring to be ac­ 
comodated in the homes of 
senior officials. So the word 
went out: “Ellender is cm his 
way. Keep him happy ” From 
Mauritania to Mozambique, 
diplomats paled beneath their 
tan. Many had encountered 
him before and were not 
looking forward to renewing 
the acquaintance. It was as 
if they had been told that a 
cranky but rich old uncle 
was about to descend upon 
them. 
Hks first African stop was 
Morocco where he was greet- 
ed by amiable but apprehen­ 
sive Ambassador John H. Fer­ 
guson. Ellender was favorably 
impressed, noting in one of 
his notebooks that toe Ambas­ 
sador was “energetic and will­ 
ing 
to 
learn.” 
Ferguson 
learned aM right — all about 
tine Senator’s favorite subject 
A l l e n 
Ellender. 
Ferguson 
wasted no time in passing on 
his information; he got off a 
confidential cable alerting his 
colleagues far and near: “Es­ 
cort officer learned that Sen­ 
ator is a widower, a grand­ 
father, that he neither drinks 
nor smokes, that he does not 
eat shellfish, that he drinks 
only tea with breakfast, that 
his relevant hobby is color 
movie photography, that he 
insists on going to his room 
not later than 10 p. m. no mat­ 
ter what is in progress, that 
he speak* Cajun French, that 
he Woes eanly morning starts, 
that he started his political 
carreer under the auspices of 
Huey Long.” 
As Ellender moved across 
Africa, perspiring, diplomats 
added to their knowledge of 
h’s ecccnrtrioitics and clued 
each other in. advance. They 
found that the Senator ignored 
thedr 
briefings 
but 
briefed 
them instead, lectured African 
leaders instead of listening to 
them. And there always re­ 
mained the shadow of the lit­ 
tle black book, where names 
impressions were being noted. 
During an overnight stop in 
the central African republic at 
Chad, Ellender cast a pall 
over a diplomatic reception. 
He got off to a typical start, 
aKsoottxkng 
to 
the 
Chairge 


Southland with ail his preju­ 
dice* and preconceptions per­ 
fectly intact. 
If 
Ellender 
has 
out-dis- 
teneed all other Congression­ 
al wanderers, he cannot af­ 
ford to slow has pace—not if 
he is to keep ahead of the 
world’s 
m o s t 
determined 
travelers. For each tourist 
season, dozens of Senators 
and Representatives set out 
from Capitol Hill to explore 
the world. This great game 
called junketing, played with 
taxpayers’ money, has reach­ 
ed 
such 
proportions 
that 
when President Johnson once 
considered calling a special 
session of Congress, an aide 
remarked wryly: “You’d bet­ 
ter call it in Paris.” 
Not 
all 
junketeers 
are 
glorified 
sightseers. 
Many 
follow grueling schedules, in­ 
specting U. S. 
s p e n d i n g 
abroad, 
gathering 
rr/orma- 
tion to shape future legisla­ 
tion, and spreading good will. 
But far too many enjoy plush 
vacations at the taxpayers’ 
expense. 
Some junketeers behave so 
outrageously 
that, 
if 
the 
American 
taxpayers 
wern’t 
already financing their travel 
it would pay the Kremlin to 
foot the bill. One Southern 
Congressman a<lmo6t literally 
drank his way across Europe 
a few seasons ago. In Paris 
he entertained himself yell­ 
ing rebel war whoops and 
playing the harmonica. In Ma­ 
drid he tore the dress off a 
freightened lady guide and 
stopped 
Spaniards 
on 
the 
9treet, 
demanding 
belliger­ 
ently: “Why don’t you like 
the United States?” Another 
gay Senator slapped the King 
of Greece on the back and 
squeezed the Queen in a bear 
hug. The same Senator grab­ 
bed West German’s President 
and swung him around the 
floor in a heavy-footed ver­ 
sion of a Viennese waltz. 
At a Helsinki reception a 
Senator became mischievous 
after too much vodka and 
shocked the assembled digni­ 
taries by smacking a promi­ 
nent Finnish 
lady on 
her 
equally prominent derriere. 
Even at the Vatican a mem­ 
ber of the Joint Congress­ 
ional Atomic Energy Com­ 
m ittee harrassed the Pope 
with belligerent and irrele­ 
vant questions. When a col­ 
league tried gently to silence 
him, the truculent Congress­ 
man snapped: "I don’t want 
any 
answers from you. 
I 
want them from him.” A 
thumb jerked in the direction 
of His Holiness made the sit­ 
uation 
embarrissdng 
f o r 
everjone in the room. 
Perhaps the biggest Con­ 
gressional exodus in history 
followed the grueling 1965 
session. 
Under 
President 
Johnson’s whiplash, the legis- 


hind started to leave with the 
sack of money. “What are 
you going to do with that?” 
Dodd demanded. The aide said 
he intended to return the 
money to the American Em ­ 
bassy. “Never mind returning 
anything,” 
blustered 
Dodd. 
He expropriated the sack and 
spent its contents at the near­ 
est airport gift shop. 
But it was the well-publi­ 
cized escapades of Represent­ 
ative Adam Clayton Powell 
(D - N. Y.) that brought the 
crackdown 
on 
counterpart 
spending. 
It should be recorded that he 
managed to wahgle enough 
per diem allowance to take six 
vacations at the taxpayers’ 
expense during the winter of 
1964-65. He followed the sun 
from Puerto Rico to Hawaii 
and back. Later he stayed in 
Acapulco 
so 
long 
that 
he 
caught more marlins than any 
other sports fisheman that 
season. The taxpayers saved 
some money at least on the 
sixth vacation. He spent sev­ 
eral days cruising around the 
Caribbean with a pretty sec­ 
retary aboard the Teamster 
Union’s yacht, the Sea Rose. 
To no one’s particular sur­ 
prise, since he is chairman 
of the House Labor Committee 
with jurisdiction over labor 
legislation, 
t he 
Teamsters 
billed neither Powell nor the 
taxpayers for the use of their 
boat. 
Bad publicity restrains some 
legislators on the loose over­ 
seas. The average Congres­ 
sional traveler is more likely 
nowadays to head for the Quai 
d’Orsay 
than 
the 
Folies- 
Bergere. But the restrictions 
on counterpart funds hasn’t 
noticeably reduced Congres­ 
sional globe-trotting. With a 
limit of $50 per diem, most 
junketeers 
have 
foresaken 
counterpart money as the best 
means 
for 
financing 
their 
trips. It has become the cus­ 
tom for Congressional com­ 
mittees to hit up the taxpayers 
each year for supplemental 
expense money, ranging from 
$50,000 
to 
$200,000 
apiece. 
Many a junket is now financed 
out of this. Buried in the small 
print of the federal budget are 
also a number of confidential 
funds controlled by committee 
chairmen. Insiders tell me, 
for example, that Congress­ 
man John Rooney (D-N. Y.), 
chairman of the House Appro- 
p r i a t i o n s 
subcommittee, 
makes use of this money to 
take at least one unadvertised 
trip abroad each year. 
* 
* 
* 
Copyright. 1967. by Jack An­ 
derson: 
book 
published 
by 
Public Affairs Press. Wash­ 
ington, 
D. C. Distritouied by 
Bell-McClure Syndicate. 
H> • * 
Tomorrow: Lvndon B. John­ 
son. “the loveable tyrant.’* 
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DO YOU REMEMBER 


By Sophie Miller 


the Hudson Valley, tx'cause of which arc now down due to I 
t he g.xid connections by ferry I urban renewal. They wore all 
[at, the time. Stock and Rice;business twrilchnps. Those were 
icould f inrush a cottage or a;the days when 
Rondout 
was 
manoton, it was said, and there fix' port of the city of Kings-J 
(were many 
mansions 
on 
the ton. whim the elegarrt steam ers 
There Is a great deal of talk;Broadw ay. Not too lone a g e fme picture of the Stock * Ll,!*ds< >n K 'Ver ‘^ k * . They also on the Hudson brought 
folks 
this May. 1967 o o « * r * n * the the large plate gh M 
K 
k v d e a l e r , up- ^ 
> 
« . or spm d I I * sum- 
urban 
nenewaj 
of 
Rondout. W€re removed. For marry yearsjdertakers at 63 to 70 
Union 
H 
artistic fur-imer. 
many 
cars 
drive ’those large 
windows 
wore a! Avenue, Rondout, N. Y. build­ 
ing. Tbi* business w as founded 
in 1835 by W. Stock, and in 


Sundays, 
around in a steady stream to j source of pleasure to everyone 
look at the destruction of the who walked by, not only to see 
Sixth Ward. There is plerrty of the displays, 
but 
to look at 
now, their own reflections, 
as one 
free parking in Rondout now, their own reflections, 
as ail the parking m eters aire would in a m irror. Many years 
gone. It would be interesting aK° a "hum an-fly" climbed the 
to clock the cars al any tim e|Stock 
and 
CchxRs 
building, 
of the week to sec how many 
cars go up or down Rroadwav, 
like business going on as usual. 
May 22, 1967, Monday after­ 
noon the large destructive m a­ 
chine with the crane started to 
eat into the top of the Stock 


The 
Mary 
Powell 
was I 
’niture. They were progressive known as the aquatic wonder 
and advertised that they would which left New York City at 
make 
i tions 
furniture 
to 
sjrecifica- quarter-iwst three in the after- 
of 
new 
unconventional noon, 
and 
reached 
Rondout 
as furniture of about 
the 
80 it cun e under t h e | s t y l e s , as well as furniture of about 
half-past 
eight 
in 
of hi* sons, 
who ran jt u,1^or the era. These buildings were evening. The Albany Day boats I 
tne name oi 
“ • * ^ * t(>CK ® ttrr> sjhuilt especially for a furniture I stopped 
at 
Rhinebeek, 
or 
and in 1881 
it l> ecame 
km w n establishm ent being 
so 
wide Rhinecliff. and then one had to 
- 2 . 
that 
whole 
sets of furniture take 
a 
ferry 
to 
Rondout 
in 
i icholas Stock and Ja e o i 
could 
lie 
grouped 
together. 1892. This ferrv ride took one 
Stock and O ordtl came a f t e r i ^ 
*T fro m . across about a two-mile width 
this book was published. 
u u . 
J o f the Hudson The Mary P,w - 


and 
Cordts 
buildings 


which is three stories above the 
first floor store entrance, four 
stories 
in 
all 
of 
the 
ta lle st 
i . 
r ________ 
. , 
. 
^ 
At (>m> tiTTH' Broadw ay w a s '" 1 
coul 
h' done 
overnight in Rondout 
other is three stories high. 
;known as Union Avenue, and th* 
< * 
building. 
;Mxl m> uld 
Rondout 
at 
I have a 1892 book on the, this store w as known by those 
This 
hook 
of 
1892 
shows, ha if-past five in the morning 
business men and points of in- living in far parts of U lster Ferry S treet and the buildings,ifor a glorious sail down th» 
terests of Kingston. There is a'County, and also residents of'm o»t of them three stories high'Hudson. Those were the davs 


Twenty 
a Ten 
Yearn Ago 


June 6. 1947 — The C. W. 
VanSlyke 
A 
Horton 
plant 
was reported *nld to the Fed- 
(Tal Venetian Blind C'o., of 
Brooklyn. 
Attorney Charles H. G aff­ 
ney was retained as counsel 
to the Kingston Patrolm en's 
Association 
in dealing with 
efforts to gain a pay-boost 
referendum. 
Mayor 
William 
F. 
M el* 
mirth was due to be elected 
(irosident of the New York 
State Klks Association. 
William H, VanKtten was 
re-elected w ater board presi­ 
dent . 
June 6. 1937 
The OhtfTI 
Kingston was known as s but) 
and prosperous city 


hers Union Free School, D is­ 
trict No. 8, Town of Ulster, 
was to be dedicated June 9. 
State 
m easures 
dealing 
with 
workmen's 
com pensa­ 
tion and unemployment were 
to hr considered at a special 
(Mmrnon Council meeting 


Residents of the Rondout 
Valley 
Central 
Sch'iol 
Dis­ 
trict were to vote June 26 on 
a $2,900,000 bond issue. 
An exjrerimcntal hail sup­ 
pression program was in pro­ 
gress in the Central Hudson 
Valley area. 
HEARING AID SERVICES 


GF.RAI.D R. WF.9COTT 
— Hearing Consultant — 
RADIO 
"The World’* Finest Hearing Aid ’ 


We Service and Repair all makea of Hearing Alda 
7 MAIN ST. Phone FE 8-3970 
KINGSTON, N. Y. 


' 
i 
tan 
j b n l *M. 
m m m m 


shop 10 am to 9 pm Monday thru Friday ; Saturday 'til 5 :3 0 — convenient free parking 
Old Fashion Bargain Days 


Ulster Shopping Plaza, 
Albany Ave. Ext.; 
331-6500 


broadloom bonanza 


broadloom with the feel of luxury, 


that stays fresh and beautiful for years 


Barwick broadloom in Acrilan®, Nylon®, Fortrel®, Herculon® 


all with DuPont thick foam padding 
as a special bonus 


Choose from this great selection of broadloom that seems to thrive on use! Newness-retention and 


color clarity are built into these amazing fibers! Come see these outstanding broadloom values, 


available for wall-to-wall installation or room size rugs. 


and as a special bonus— we'll include a % ” thick Dupont Hylene foam 
pad with every broadloom purchase! 
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Polypoinl 
Herculon Olefin, tightly woven level loop pile, tweed 
pattern, ideal for kitchen, bathroom, playroom or den. 


with padding 
6.95 sq. yd. 


Castlegate 
100% continuous filament nylon hi-lo textured tweed 
pile. 


with padding 
6.95 sq. yd. 


Barrington 
Chemstrand Cumuloft nylon pile in decorative sheared 
pattern. 


with padding 
6.95 sq. yd. 


Tiros 


501-N Certified nylon hi-lo loop pattern pile. 


with padding 
6.95 sq. yd. 


New Haven 


£ 
100% Acrilan acrylic random shear design pile. 


with padding 
7.95 sq. yd. 
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Starset 
Herculon olefin pile in contemporary random design. 


with padding 
8.95 sq. yd. 
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American House 
Acrilan acrylic plush cut pile velvet texture. 


with padding 
8.95 sq. yd. 


Private Party 
Acrilan acrylic pile in dense sheared design. 


with padding 
9.95 sq. yd. 
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Garden Party 
Fortrel polyester heavy tip shear loop pile. 


with padding 
9.95 sq. yd. 


Mystic Touch 
Acrilan acrylic pile in graceful random sheared design. 


with padding 
10.95 sq. yd. 


Moon Valley 
Acrilan acrylic pile in deep sculptured leaf design. 


with padding 
11.95 sq. yd. 


Call 331-6500 to shop at home 


our carpet expert will bring samples to your home and 


give estimates, at no obligation to you, of course. 


buy carpets from $25 nith no down payment on CCA 


for decorator service 


Mrs. Carolyn l.adeuix is here to help you bring your 


dream home to life. She’ll assist you in decorating your 


entire home, to select new draperies, carpets, slipcovers, 


or just that important new chair. Call collect, 454-6000 


ext. 231 for a consultation appointment, no obligation 


to you, of course. 


LAnwiBqwfir-^iTrri .rijjsfr**" 
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One Defenda nt 
Senteneed. Put 
Ox er Others 


Tra iler Ov erturned 
Al 3:30 p m Mon d ay, a liac* 
lor* trailer own ed by 
Bon d ed 
Freightw oys In c., an d d riven 
by Robert [>r» rr, 26, of Nix 'er- 
\ 11 to. ox erturn ed on Route 145 
n ear the ('airo by pa a*. 
l>orr x x a* southboun d in 145 


0 


Teens Appea l 
l o r Own (-enter 
In Kllenx ille 


Three teen age stud en t* pre- 


la il* o n Turn 
A car d riven by Peter Sen 
field , 2f). of 20 O rchard Street, 
Cold 
Sprin g, 
was 
travelin g 
n orthboun d 
n ear 
the 
Mill 
crossroad *. in Hyd e Park at 2 
a. m. Tuesd ay, when he failed 
to n egotiate a turn , wen t off 
the left should er an d kn ocked 


Upto wn UR 
\ Pa rley Sla ted 
Fo r June 2 0 


. Ask Neutra lity 
TROY, N.Y. (A P)- An* Egyp- 
tian stud en t at Ren sselaer Poly- 
i techn ic. In stitute here sav* Ire 
liope* the Un ilod States will re* 
|m ain n eutral in the Arab-L§ rae- 
li war. 


I 
Local Death Record 


Hen ry Hurkard 
W ilhelmtn a S. Rlggelsen 
Hen ry Burkan d , formerly of I 
Fun eral *e rv ices _ for ^ Wi 1 h el 
Mabmoud El-Guin d v. a rhem - Accord d ied at Melbourn e, Fla., min a Schorn herr R>8Bclscn ' 
• 
Mayor Raymon d W. G arra-jl*trv stud en t from Cairo, said Jun e 5. Survivin g are a d ough 
"should n ot follow alter, M n 
L otta Alex a nder o i 
n olkv that i® ad vocated bv a mi-1 Melbourn e; a son Hen ry Jr. of 
n oritv fcut should follow truth^Kerhon kson ; a sister, Miss Km 
m 


for a pie sen ten ce report ®n « m ty 
the Ooon tx Probation Depart-1 shortly thereafter, he was re- 
can teen lie head ed by a stu* Sllvem ale on Jun e 21. 
Commun ity Ren ewal. 


* M m U M « « . wmrmvNl "Y lr« ^ i» .!IIrtV .u m S S In V ,i"i I 
-------" 7 ” ^'.<Jown » Hht guard n ils before 
low U S 
Mon rin y in (Vrn n ly Oon rl b> ,,„ ,,,|in c , , , 
i n ot rotuld - 
» h« mi« lv*i « t th» Town ron l|n |! lo , halt Scoflald w ai ehan tod ay an n oun ced that up- « *■ U.S. 
Coun ty 
Jud ge 
Raymon d 
J 
n d prud en t 
Board in Kllen ville. Town of cited by Hyd e Park Justice of town 's urban 
ren ewal project 
y. 
Min n an d sen ten ce in several' l*>rr suffered a laceration 
of W awarsin g, an d asked foi help the Peace H A Silvern ale for will be d iscussed here Jun e 20 ^ 'w s t k e 
other case* was postpon ed un til ^ e left ex ehrou an d abi 
m establishin g a youth cen ter d 'LV;’7^ 
M iiin i^ ^ w ith seat- w it*1 
A1**’*’1 
Bid d y, 
assistan t 
"A rab’s w ar i* with tbe Zion -a 
brother, Victor Rurkard 
of 
Jun e 26 in ord er to allow time J H.J ta ke T tV th e 
Green e Coun - 
in Kllen ville. 
n ^ts. He was .-eleased on $200 commission er 
of the New' York tat an d n ot the Jew ." El-Guin d y Fhn ghwrHon ; eight 
Kn ’n d chjb 
Memorial 
Hospital 
where 
The stud en ts suggested thatjbail to appear before Justice 
j S tate Division of Housin g a n 
d 
| a 
^ 
t 
^ 
V 
Mu'VJ-e’ 
V' thV <•«» n - 
ven ien ce of the family. 
Russell Cooke 
Fun eral services for Russell 
Cooke of Quarryville, who d ied 
on Jun e 2. w ere held Mon d ay 
at 2 p. m. from the H artley an d 
Lam ouree In c. Fun eral Home. 
Main an d Secon d Street, Sau- 
gerties, with the Rev. Alfred 
Liberatore, pastor of the Quar- 
Robert 
John 
McGeen y. 
20, ryville M ethod ist Church offi- 


of 
160 
Tild en 
Street, 
Port 
Ex ven , who d ied Jun e 1, were 
held Sun d ay, at 2:30 p. m at 
the 
Keyser 
Fun eral 
Service, 


leased . 
merit 
Tun oth> 
Fran ce 
Zen a. 
~ 
----- -------- 
charged with fimt d egree gran d A 
larcen y 
an d un authorized inw 
l l l l MHl R I iftSlUl 
of a motor x ehn cte, en tered a 
plea of guttly to un lawful usej 
of 
a 
motor 
vchkie, 
petiit 
larcen y. an d was given a six 
mon ths 
jail sen ten ce Jam es R A ■ L’m 
I n m n g 
Myers appeared for d efen d an t f \ | n il* 
J ( t i l l G o 
Ed ward 
Mayo, in d icted 
for* 


To Kill Pulpil 


d en t 
coun cil 
an d 
that 
tliey 
came with the purpose of fin d ­ 
in g out how to go about es 
tablishin g a youth cen ter 
Coun cilman Deloi* d raft, El 
lein illc. 
said 
that 
the 
tOWn 
troard wouid he behin d the boys 
■ 
* 
* f ' 
hut 
that 
the 
village 
should 1UISITICI V M c i l l l 
head this proposal. 
It was suggested by George 


r r t 
n 
1 
1 ra p Ro ck 
i Giv es Scho o l 


He said two of bis un cles were 
f, 
. j 
gen erals in d ie Blgyptiam Army. 
It was also n oted tod ay Lhatj”________________ ____________ _ 
an offici al or of fici al s f r o m the r i i 
» c o ■ ■ 
Now- York off,or of the De- ! S h e r i I I H a S 
partm en t of Housin g an d U r­ 
ban Developmen t, are ex pected r v 
• 
£ 
to visit the city within d ays to U C t H i n C T I O T 
tour 
d ow*n town ’s 
Broad way 
East urban ren ewal area. It 
is 
expected 
that 
Charles J. 
v« ru 
T ra« Rr^k Boran , assistan t region al ad - 
The New 
York 
r.n p Rock mmi>W ltor W||| 
^ 
•econ d a* 
soult 
The 
Rex 
Paul 
M 
Allen ,^Barthel 
town supervtaor, that CorporaUoai 
has 
presen ted ®|uptown an d d rn vn um-n project 
i n w f t twit of a Jan 14, assault rmn i^ter of Armon k Method ist the hoys atten d the n ex t vil- j^ ^ o 
jfran t to the Kin gs-j sites. 
o„ or. 
James 
M d .arcn 
whoiC'V'titrd t. 
has 
t» ecn 
appoin ted 1'^e hoard m eetin g an d pre-i 
Schot>l D istrict. 'Ibis com- 
Stan ley Freem an , of the New 
v as alleged ly Ix it with a glass 
V M C hurch, 
has 
t» een 
apt» oin ted 
m eetin g an d pre-L 
^ 
. ^istricl This com 
tii a glass 
sen t them with this proposal 
acn ooi u s in e . 
I York office who 
urban 
bottle, en tered « P>lea of at- l ^ sto * 
St. Jam es Method is aJ*0. 
Barthel 
suggested 
that pn n y has been presen tin g these r>ewtj represen tative to Kin gs- 
tcrr^il to commit a.s>.» ult in the Church in Kin gston , effective the town would head up a com 
aeoon d d egree Joseph Ax is ap- j U|V y, it>e appoin tmen t an d m ittee 
stan d in g 
behin d 
the 
tesred for the d efen d an t. Sen - anf1(>Un fem cn t 
was 
mad e 
hy'd e®. 
len ce wol he on Jun e 28 at 1 0.................. 
r, ,__ 
» 
j 
i 
At the presen t time there is 
m. 
Mayo was n cmard csrl to M ethod ist 
Bishop 
Lloyd 
( . ^ Kerhon kson Youth Program , 
Jax l. 
jW icke of the New Y« >rk Area Napan oeh 
Youth 
Oommission 
IXen n x s 
Gregg 
Martin , 
18. pp* Rev. Mr. Allen succeed s an d the Slutsky Cen ter. 
New Palty. d x rageit with bur- f. 
R 
r 
n ^ i n e Hun tei 
Itarthel said that the youth 
glary un d e? 
two in d ictmen t*, 
, 
’ 
L_ 
bud get will be d rawm up Jun e 
14. W ith a more comprehen - 
en te*rcd a plea n f guilty to at- 
become superin ten 
tem pted burgiary , third d egree, d en t of the Hud son East Dis 
un d er the first in d ictmen t. H c;trjCf 
He was ord ain ed a d eacon in 
K 
t f l t a T J T S I The Method ist Church in 19 38 
' w 
l S 
J!d « Tid an eld er In 19 40 He grad - 
r , 
J 
thr 
frorT1 
Y<,rk Biblical 
moved 
fot 
d ivmivsai 
of 
the 
........... 
y T ll 
tMO 
, 


will he imposed Jx in e 28 at 
a m 
Ttx tmaa 
RwikieM, 


sive program bein g d esign ed by 
the boys with suggestion s a* 


ed ucation al 
assistan ce 
fun d s ton , atten d ed a M on Jay n ight 
sin ce 19 54 
to school d istricts meetin g at which officials of 
which 
are 
located 
in areas ,h<* Kin gston 
Urban Ren ewal 
w h-t* 
T rap 
Rock 
m a.n ta,™ 
d ,i' r" sod „ 
« f 
. 
. ,, 
. 
.__ tbe ckAvn tox vn site with resa- 
active in stallation s an d ston ei d ^n t^ 0f ^ 
area. 
Uptown urban ren ewal has 
n ot been approved by the state 
agen cy, which recen tly sen t the 
KURA a lon g list of recom ­ 
men d ed chan ges. 
Eric Hemp- 


reserves. 
Roy Reid , plan t m an ager of 
the N ytralite plan t, 
ex plain s 
th at the ultim ate purpose of 
the gran t is "to in crease the hill, KURA ex ecutive d irector, 
to w here it will be housed , th e , gen eral teachin g ex cellen ce of said all or most of the state 
town vvill be able to r e c e i v e d i s t r i c t s . " The gran ts are recommen d ation s will be full 


in 
19 38 an d 
received his A.B d egree. Cum 
Laud r from Houghton College 
charged in 


from state aid about $1,000. 
W ith the village subsid izin g 
or un d erw ritin g some of the ex ­ 
pen se this Youth C en ter could 
be d eveloped , it was thought. 
P n n k 
Muller, 
coun cilman . 
Prior 
to 
has 
11 
years 
as 
m i n i s t e r 
of 
the 
Armon k 
Church, he served as a m in is­ 
ter 
in 
MorvticeUo, 
Stam ford , 
Con n ., an d H un ter an d South 
Jew ett 


eaim arked for uses above an d 
beyon d fun d s which are pro­ 
vid ed by n ormal tax support. 
The mon ies are bein g used by 
teachers for various projects 
which in clud e workshops, lec- 
w ith thd rd d egree burglary, x m-i 
lawfx d en try an d petit larcen y, 
en tered a plea of attem pted 
burglary, third d egree, an d will 
be sen ten ced Jun e 28 at 10 
a. m. hYan cn s Martocoi appc.ired 
for d efen d an t, who was in d icted 
for an attem pt to burglarize a 
Kin gston restauran t Jun e 16, 
19 66. 


Ko senda le Ma n 
La uded by Na v y 
Fo r Air Actio n 
Nickoios (hn stod olus, ADR2, 
son of Mrs. Pierin a Chn stod o- 
Ix is of M<x mtajn Road . Rosen - 
<iale 
arx i 
the 
late 
Eman uel 
O M M ia h« . r« « v « i. w jLif,, Pho to miDher 
te r n f mvn men d aUon from the 
. 
U s . Navy. 
K i l l e d m I V f id e a s t 
WThile an aircrew m an on a 
t e l AVIV l« -aef (APi 
helicopter ft*ght, thn wux kvlus. 
1 
AV^ . israef (AP) 
w ithout 
regard 
fbr 
person al 
•afety, d ambed out of the air­ 
craft an d forcibly freed a jam ­ 
med lan d in g gear. 
The letter, from Capt. Ed ­ 
w ard B. HoUey, NAS Clytico 
Co., 
commen d ed 
the 
12-year 
Navytn an for has "outstan d in g 
kn owled ge of aircraft an d ex ­ 
ception al han d lMn g of the sit­ 
uation . . . in keepin g with the 
highest trad ition s of the Un ited 
States Navy. 


asked w hat the stud en ts were (urwi 
travel, 
hirin g of con 
d oin g ahoui raisin g mon ey for sultan ts, 
teacher recruitm en t, 
this project? H r said that If 
they have a share of the re­ 
spon sibility 
in 
raisin g 
the 
fun d s they would take a more 


specialized 
in ars. 
train in g an d sem- 


Isra eli Fo rres . . . 


Ma rine AW0L 


n f 136 D elaware Aven ue, waa ciatin g. Rurial was 'n tho K ats- 
' 
liaan Cem etery in Saugerties, 
sen ten ced to five mon ths 
“ 


filled as plan s ad van ce for the 
uptown project. 
It was imjihasized 
at 
the 
Mon d ay 
n ight 
meetin g 
of 
Broad way East resid en ts that 
n on e would have to move un ­ 
less 
the 
KURA 
foun d 
them 
satisfactory 
livin g 
quarters, 
an d houses in which resid en ts 
remain will be 
repaired an d 
m ain tain ed by the KURA. 
An atten d an ce of 32 was re­ 
ported at the meetin g an d they 
(Co n tin u rd Fro m Pa g e On e) 
iwere 
also 
told 
that 
some 
The Rev. Mr. Allen d eveloped sin cere con cern in keepin g the 
the Armon k O iureb in to on e cen ter run n in g. 


fin , |>h>sloal 
f*cili,.v.|hHp in « n d „ „ f-n lU iM for 
fo^ n d “ 
; 
an d 
a 
Sf-vutHl x oiin g t h eo lo g ica l s t u - teen ager* 
d en ts have been assign ed to 
work 
un d er 
his 
tutelage 
in 
preparation for the min istry. 
He has been in terested in the 
larger 
commun ity 
an d 
is 
a 
member of the Rotary Club. 
He is m arried to the foim er 
Thelma C. Lewis. They have 
three child ren : 
Marily Ed ith, 
Robert P. an d Elizabeth. 


Cl i nt ondal e 


west far Part Sad d , art the Med i- sar> 
terraw an en tran ce to the Suer .. Freem an was reported s« t*s- 


Kidna ping Terms 
PARIS 
(AP) 
— Two 
men 
were sen ten ced to prison Mon ­ 
d ay tor thp kid n ofx in g of Mon oc- 
oan 
opfx iMfjon 
len d er 
Med hi 
Ben Bn rkB. Mve others were 
acquitted , 
an d sux were sen - 
terx ed m absen tn a to We in ipn is- 
on men t. 
Ben Barka wws grabtied on a 
I>ofl 
Ban k 
.md ewoaik 
Oct. 
29 , 
19 66. Ttien e Ix as heen n o tn ace of 
him sin ce an d he is presumed 
d ead . 
Mohammed Oufkw, the Mor­ 
occan 
in terior 
m irm ter 
who 
Ptesid on t 
Charles 
d e 
(kmkle 
charged on gx irn zed the whd uc- 
bvm. 
was 
amon g 
those 
sen ­ 
ten ced in absen tia to life. But 
d ie sen etn cos are a famiaJoty as 
an j of the six men would be giv­ 
en n ew triad s if they’ ever were 
an 'iY'sted . 
An toin e Lo)iez, a ITeix vli se­ 
cret service ojioraitive, x vas giv­ 
en eight years in prison , an d 
Louis Soucbori, a police ortfiieer, 
d rew a six->x nw term. 


An 
American 
n ews 
photographer, 
Paul Schutzer of Life magazin e, 
was kilied earlv tod av when 
f-gyfirtian 
fire 
hit 
the Israeli 
halftrack on which he was n id - 
Israeli arm y sources 
re- 
was d ie first n ews­ 
man killed in the n ew Arab- 
Israeli war. 
Schutzer 
lived 
in New 
Roctu41e, N.Y. with his wife an d 
their two child ren . He was cov- 
ormg 
an 
Israeh-Egyjn ian 
ar- 
n iored battle in the Sin aa Des­ 
ert, 
!We 
corresuon d smt 
Michael 
Pft1 
of New York. W’as 
rid wig in tiie halftrack but was 
n ot hurt, d ie arm v sources said 


Thruwa y Misha p 
A. v®WcJe d riven by Rosemary 
( aliguira. 45. of 441 41st Street, 
I n ion City, N. j . t while trax rel- 
in g south on the S tate 'Hiru- 
x vay « t about 5 p. m. Mon d ay, 
n t!1 
. 
the highway at the 
HK) mile 
post 
an d 
smashed 
in to some trees . 
Complain in g of pain s in the 
arm s, legs, an d head , the New’ 
Jersey woman w as taken to 
K in gston Hospital bv Sauger- 
ties Am bulan ce an d released . 
Michael Schovel, 49 . of W ash­ 
in gton Aven ue, Saugerties, in ­ 
jured his an kle severely while 
playin g ball w ith Saugerties 
Softball 
League 
at 
Can tin e 
1* iold about 7 p. m. Mon d ay. 
He was taken to Ben ed ictin e 
H ospital by Saugerties A m bu­ 
lan ce. 
Urba n Renewa l: The Critics’... 


(Co n tin u ed Fro m Pa g e J ) 


uLHiwvl!reC<k'!l? rc shu paid 525 8 m on th 10111 plus heat an d 
x vay ad d ress plu? heaT an d "utT litlof ^ * m° m h ^ 
Br0®d ' 
Ren t Evcen stve 


thaiVlJ)L ^U lI^lly Clai A* her aPar tm en t is substan d ard an d 
, 
10 
*s ex cessive for her in come. 
H er total in come 
VI 
a** a ^ n sion aMd s w» al Security, comes 
h i i ? r n o T m n r 
Accord in g to DHUD guid elin es 'her ren t 
should be n ot more than on e-quarter of her in come. 
i* las aIso oeen some question s raised on the payin g 


m o ^ h ? .L e ' P<'n S‘'S; , M,'S- Con n t,1|y said KURA paid $80 to 
On I , 
I u« 
‘tur^ J rom An n s " 'eet to Broad way. 
On the other han d , Mrs. Theod ore Van Dyke of 574 Dcla- 
liirB ralid w H v S,alCl Shr moved !ron l h°r form er ad d ix ess at 
, 
, 
S 
° c ]cr pr®,sen t ad d ress with six rooms of fur- 
bv the movers* 
** 
KURA was char$« i that am oun t 


a cRy Patrolm an an d comm un ity organ izer 
Ik 
K Commun ity Action Committee, In c.. 
cn ticized the wholesale d estruction of build in gs that have 
put the citv of Kin gston in such a tight housin g bin d . 
Brown a Negro, told The Freem an , "T here’s two sid es 
o tin s problem of course. 
Some of these people d own town 
have serious social problems. 
You can t reallv blame lan d - 
lord s for n ot wan tin g them as ten an ts. 
In fact, there are a 
I would n t w an t livin g n ex t d cx >r to roc.M 
However,” he wen t on , "even the people that would be 
arceptable to both public an d private housin g would have 
n othin g available to them right n ow. This program has gon e 
too fast for the people. 
I feel it was poorly plan n ed an d the 
people d own town are n ow payin g for that poor plan n in g." 
Closer Cooperation 
A n other d own town er, Joseph Epstein , Six th W ard ald er­ 
man , ex pressed the wish for closer cooperation between the 
Kin gston Housin g A uthority an d the Kin gston Urban Re­ 
n ewal Agen cy 
"The agen cy tear’s thin gs d own ," he said , "an d the author­ 
ity build s thin gs but right n ow these people are caught in 
the mid d le. 
T hey’re left with n o place to go.” 
Epstein felt this was an im portan t fact that was over­ 
looked by plan n ers. 
"It takes on ly a few' d ays to tear a build in g d own but 
several m on ths to replace it." 
Epstein said the best solution would have been to either 
rehabilitate some of the build in gs in the area on a perm a­ 
n en t basis or to con struct n ew' on es so that the people would 
have some place to live. 
Epstein was again st the id ea of 
tem porary rehabilitation , callin g it a w aste of mon ey. 
A n other critic wras Van D yke’s wife, who poin ted out 
th a t d ebris had been lyin g behin d her house at 12 Stuyvesan t 
S tre e t for "several m on ths.” 
N ex t— The Kin gston Urban Ren ewal Agen cy respon d * to 
Its critics. C orrection al plan s are outlin ed . 


The Rev. Gerald Sutch will 
con d uct 
a 
service 
at 
ttx o 
Frien d s Meetin g House at 
11 
a. n x . Sun d ay. 
Roger Jeukan s, 
Sun d ay school superin ten d en t, 
will open classes at 9 :45 a. m. 
In the Method ist Church the 
worship service will be held at 
9 :45 a. m. with the Rev. Purd y 
H alstead occupyin g the pulpit. 
Sun d ay school starts at 9 :45 
a. m. un d er the supervision of 
Miss Dorothy Rooaa. 
Mrs, 
Louise 
Stan field , 
a 
teacher ait 
Grover 
Clevelan d 
High School in Brooklyn , spen t 
the weeken d at her home here. 
Pfc. Richard Terpen in g, son 
of Mr. an d Mrs. Ken n eth Ter- 
pen ain g, 
is 
n ow station ed 
in 
Germ an y with the U. S. Army. 
Clin ton d ale firemen in their 
mai’chmg un iform s led by Chief 
Larry Oapozza an d on e of the 
trucks took part in the Memor­ 
ial 
Day 
parad e 
in 
Highlan d 
Tuesd ay as guests of Highlan d 
Hose Compan y. 
George Rook has return ed to 
his work with the Ulster Coun 
ty Highway D epartm en t after 
a w eek’s vacation . 
Mms. 
M yrtle 
Ooy, 
Main 
Street, presid en t of the Dl 
Horse Club is head of the com­ 
m ittee 
m akin g 
aaTan gemen ts 
for the an n ual horse show to be 
held Jun e 30 at the big Pon d er 
osa Ran ch, Saflt Poin t Road , 
Dutchess Coun ty. 
T here will be a meetin g of 
the U lster Coun ty Gran ge Of­ 
ficers Association at the Cton - 
ton d ale Gran ge HaW on Frid ay, 
Aug. 4. 
Reports wiil be giv­ 
en 
an d 
program s 
d iscussed 
Prin cipal items on the agen d a 
wiill be the election of officers 
to serve for the en suin g year. 
Mrs. Elsie Morse an d Mrs. 
Elain e Morse are on the re­ 
freshm en t com m ittee for the 
season -d osin g picn ic of High 
lan d Home Econ omics Division 
to be held at 6:30, Jun e 12 at 
the Highlan d Gran ge Hall. The 
un it will m ake the an n ual trip 
to Lake Mbhon k on Thursd ay 
Jun e 8. 
Lyn m Pauli, is a m em ber of the 
San d hill 
4-H Moun ted 
Drill 
Team which won hon ors at a 
show an d ex hibition in Wood - 
stock. 
A n um ber of local farm ers 
atten d ed 
the 
Twilight 
Fruit 
m eetin g 
held 
at 
Epw orth’s 
Cooler 
in 
Milton 
Thursd ay 
might. 
Mr. an d Mi’s. Charles Wick 
ham, Main Street, with Mr. an d 
Mrs. W alter Cole of Highlan d 
have return ed from a x isiit with 
relatives in Bath. 
Mrs. Roger Jen kin s an d M rs 
GeraJd Sutch have been elected 
to vice presid en t of the Lad ies 
C&rcle of the Frien d s Church 
Boy' Scout Troop 171 will 
m eet Mon d ay 7:30 in the Civic 
Cen ter. 
Ad elin e Roulan of New York 
City, spen t the weeken d at her 
home here. 
Plattekill Town Board will 
hold 
a 
legx ilar 
m eetin g 
on 
W ed n esd ay, Jun e 14. at 8 p. m 
in the Town Hall in Ard on ia 
Supervisor Joseph 
M artoran a 
will presid e. 


Oa th fo r Tea chers 
NEW YORK (AP) - A three 
n id ge fed eral coun t has ruled 
that startes have a right to re­ 
quire teachers to take an oath to 
support state an d fed eral con sti­ 
tution s. 
The court's d ecision Mon d ay 
rejected 
a 
con ten tion 
by 
27 
teachers at Ad elphi Un iversity 
at Gard en City. N. Y., that the 
oath requirem en t violates con ­ 
stitution al guaran tees. 
The court, supportin g a 33-year 
old section of five New' York 
State ed ucation law, sn d d there 
is 
n othin g 
wvon g 
in 
havin g 
teachers promise to d o their 
best "d ed icaited work." 
The 27 teachers filed an appli­ 
cation last Nov. 29 tor an in ­ 
jun ction again st the oath. The 
'court hecud argum en ts May 2. 


that the U.S. an d British gov­ 
ern m en ts im m ed iatelv d en ied . 
Cairo rad io said the Suez Ca­ 
n al was bein g closed because a 
ship might te hit m the w ater­ 
way an d block it "for a lon g 
tiime." 
The broad cast d iid n ot id en tifv 
the shin s which it said had come 
un d er 
Israeli 
fire. 
Egypt 
charged 
Mon d ay 
that 
Israeli 
n lan es had fired on a Fren ch 
tan ker in the can al but aon ar- 
emtlv it was n ot hit. 
Egypt 
charged 
that 
plan es 
from U.S. an d British aircraft 
carriers attacked Arab forces in 
Tord an an d provid ed an air um ­ 
brella over Israel. Despite im- 


fied with results of the m eet­ 
in g. 
Phoeni ci a 
Airp o rt Discu sn ed 
Need 
for a com m ercial a ir­ 
port in 
Ulster Coun ty was d is­ 
cussed by guest speaker Ed ward 
Presid en t Abd el Rahman Aref 
d eGroff at the weekly meetin g 
h « 
stooped 
d elivery 
of 
Jw 0| Phoen icia Roi.-.ry Club at Al s 
coun try s oil to the West be- Restauran t. 
cause of "the position of Amori- 
beGroff is a m em ber of the 
can an d Britain . 
Ulster Coun ty Plan n in g Board . 
J £ 
a , T UnCr 1 
He reviewed the ad van tages of 
I *?1? .", 
havin gan airpori ir, the coun ty 
charged that U.S. an d Hn llsh iCjtjn g jn fom a-ion that coun ty 
Navv Dian es bad Kn n od 
the w ar resid en ts spen d about 
on e an d 
in support 
of Israel, 
a charge1 
- 


Can al. This is on e of the m ajor 
routes followed by 
the 
Israeli 
arm y in overrun in g the Sin ai 
Desert in 19 56. 
Cairo rad io said 
tlx * can al, 
on e of the world ’s most vital 
waterways, had been closed be­ 
cause of Israeli attacks on ships 
in the can al. 
Baghd ad 
rad io 
said 
Iraqi 


a half million d ollars in air 
travel. 


the 
coun ty 
jail 
Mon d ay 
Coun ty 
Jud ge 
Raym an d 
J. 
Min o, after plead in g guilty to 
un lawful en try to a build in g. 
He was given c.ed it for time 
served . A d etain er is in the 
sherriff’s office for his return 
to 
the 
M arin e 
Corps 
from 
which 
he 
has 
been 
absen t 
sin ce bein g apprehen d ed on the 
local charge. 
McGeen y 
an d 
Irva 
Jam es 
Allen , were in d icted for third 
d egree burglary an d un lawful 
en try to a build in g last March. 
It is alleged they en tered a 
Mobile gas station in the Town 
of Ulster. Ed ward Feen ey ap­ 
peared as coun sel to McGeen y. 
Allen ’s case was ad journ ed 
to Jun e 21, at 10 a. m. in 
ord er to allow him time to 
secure coun sel. H ubert Richter 
who had appeared for Allen , 
w ithd rew from the case. 
A ssistan t 
D istrict 
Attorn ey 
Fran cis Vogt appeared for the 
prosecution . 
Thp case of W illiam Has- 
brouck, operatin g a m otor ve­ 
hicle 
while 
in tox icated , 
was 
ad journ ed to Jun e 21 at 10 
a. m. when it was reported 
Hasbrouck was hospitalized . 


Giv en 3 0 Da y s 
Ulysses Sam Youn g, 64, of 60 
Fran klin 
Street, 
wtio 
was 
charged last mon th with third 
d egree burglary, plead ed guilty 
to the lesser charge of petit lar­ 
cen y in city court tod ay an d was 
sen ten ced to 30 d ays in jail with 
cred it for time served . He was 
arrested after police were n o­ 
tified that a m an was seen com ­ 
in g out of the cellar of the 
B & F M arket, 32 Broad way. 
Police siaid he had taken pack­ 
aged 
beer. 
A ttorn ey 
Elm or 
N athan appeared w ith Youn g 
tod ay before Jud ge H ubert A. 
Richter, an d A ssistan t D istrict 
A ttorn ey Jam es H. Fisher for 
the prosecution . 


rrn oriK.son : a .sister, 
miss r.m- i*** 
T'*7 — 
, 
o .n « ri.i,» u 
a 
B urkard 
of Melbourn e an d Port Ewen ( hapel, 
> 
an d Stout Aven ue. The Kcv. 
John H. Fren ssen , pastor of 
Trin ity Lutheran Church, of­ 
ficiated . Services were largely 
atten d ed an d man y beautiful 
floral 
tributes were received . 
Cremation took place at the 
G ard n er Earl Crem atory, Troy, 
Mon d ay 11 a. m. 


Mr*. An n a R. Boyd 
Fun eral 
services 
for 
Mrs. 
An n a R. Boyd , 89 , of 83 O r­ 
chard Street, who d ied Mon d ay 
at 
Green e 
Coun ty 
Memorial 
Hospital. Cats kill, will be held 
Thursd ay at 11 a, m. from the 
W 
N. Con n er Fun eral Home, 
In c., 29 6 Fair Street. Burial 
will be in Mon -t repose Ceme­ 
tery. 
A 
lifelon g 
resid en t 
of 
Kin gston , 
Mrs. 
Boyd 
was 
born Jun e 17. 1877. d aughter 
of the late Joseph an d Jen n ie 
Richard son Rod man . She was 
the wid ow of David Boyd . Sur­ 
vivin g is a sister, Mrs. Laura 
Lewis of W est Camp; a broth­ 
er, H arry P. Rod man of En gle­ 
wood . N. J., an d a n iece, An n a 
Lasher of W est Camp. 


,n with the Rev. Mr. Liberatore 
by con d uctin g the com m ittal ser­ 
vices. 
B earers 
w ere 
Gerald 
Overbaugh, Alson Fin ger, John 
Con n ers 
an d 
Olav 
W in d elal. 
Man y beautiful floral tributes 
were received an d the services 
w ere largely atten d ed . 
Ambula nce 
Serv ices to 
Meet To nig ht 


A m eetin g of all paid an d 
volun ter ambulan ce services in 
U lster Coun ty an d surroun d in g 
areas, will be held in the Ulster 
Coun ty Office Build in g in the 
Supervisor’s rooms art 7:30 to­ 
n ight in con jun ction with U lster 
Coun ty Commun ity College an d 
the N. Y, S tate D epartm en t 
of HeaW« h. 
The m eetin g will d ecad e if 
there arc en ough men to take 
the course for emergen cy m ed i­ 
cal techn ician s th at is attem p­ 
tin g to be set up art the Com­ 
m un ity College in Kin gston . 
A spokesm an for the am bu­ 
lan ce services stressed the fact 
th at ail paid volun teer am bu­ 
lan ce service person n el must be 
train ed un d er the provision s of 
Article 30 an d 30A of the S tate 
H ealth Law. 
The spokesman urged that all 
ambulan ce services in the area 
sen d at least two represen ta­ 
tives to the m eetin g because 
"if there is little lespon se to 
get the program off the groun d , 
Chen each volun teer an d paid 
am bulan ce service will have to 
sen d its people to Alban y or 
fu rth er to receive this required 
course." 


Circu s Is Th eme 
Cub Pack 60 observed a circus 
theme at its meetin g recen tly in 
the Phoen icia School. Den s 1, 
2, 4 an d 5 participated . 
More than 40 person s atten d ed 
the even t which featured a pa­ 
rad e, show, mid way an d refresh­ 
men ts. 
Gross sales were estim ated at 
$15. 
Area Activities 
Mrs. Joan Doyle 
an d 
son 
Michael of Poughkeepsie spen t 
the weeken d w ith her paren ts, 
med iate d en ials from the U.S. 
an d British govern men ts, which 
had uroclaimed theiir n eutrality 
in the Arab-Isiraeli con flict, the 
Arab 
Labor 
Fed eration 
ai> 
oealod to "workers all over the 
Arab world " to d estrov all oil­ 
field s. pipelin es an d other in ­ 
stallation s to halt the flow of oil 
to the Un ited States an d Britain . 
The Airabs coun tered Israel’s 
victorv statem en ts with claims 
of an Egyptian thrust in to Is­ 
rael’s Negev Desert the d own in g 
of more than 165 Israeli plan es 
on all fron ts, a Jord an ian claim 
that Israeli Den etration of Jo r­ 
d an had been repulsed , an d a 
Svrian claim to have occupied 
an Israeli settlem en t which the 
Israelis said thev recaptured . 
Israeli Prim e Min ister Levi 
Eshkoi told a n ight session of 
Parliam en t tilx art Israel had in ­ 
flicted a “ severe beatin g’’ on 
the forces of Egypt, Syria an d 
Jord an .” 
The Israelis an n oun ced that 
their arm or had captured the 
key seacoast town of El Arish. 
its 
sweep 
in to 
E gypt’s Sin ai 
Pen in sula. El Arish was a vital 
objective of the Israelis in their 
19 46 d rive on Suez. 
Israel’s chief of staff. Gen . 
Itzhak R at in said on e Israeli 
column , after reachin g El Ar 
ish. pushed on to Abu Ageila, 
an other strategic poin t. In the 
Gaza Strip juttin g to the n orth 
of 
that 
sector. Israeli troon s 
were reported fightin g on the 
outskirts of the an cien t town of 
Gaza. 
Rahin said other Israeli col 
uan n s had smashed their x vay 
mto the cen ter an d soutix em 
sectors of the Sin ai Desert. 
Dam ascus 
rad io 
an n oun ced 
that Svrian forces en tered the 
war at d awn , attackin g Israeli 
oo-sition s alon g the 47-mile bor­ 
d er between Israel an d Sx ria. 
The Svrian s claim ed occupation 
of 
Shaar Yashuv. 
a 
fron tier 
famx commun e in Galilee, but 
an Israeli 
spokesman said 
a 
heavy arm ored attack was d riv­ 
en off after an hour an d a half. 
The Israeli spokesman said 
Syrian gun s were slieUin g agri­ 
cultural settlem en ts alon g virtu­ 
ally the en tire bold er. A spokes­ 
m an said Israeli artillery an d 
9 ir force iets hit back at the 
Svrian position s. 
Dam ascus rad io claim ed that 
Svrian force® shot d own two 
T« raeli olan es which attacked 
Sx rian bord er position s tod av. 
On 
the 
Jord an -lsrael 
fron t, 
the Israelis an n oun ced the cap­ 
ture of Zur Bahar. just south erf 
Jerusalem , an d Sheik Azia. in 
the 
Jerusalem 
corrid or, 
then 
tod av claimed capture of three 
other poin ts in Jord an , the main 
on e Jen in . 30 miles southeast of 
Haifa. 


Mr. an d Mrs. Joseph Doyle in 
Phoen icia. On Saturd ay 
they 
helped Mrs. Joseph Doyle cele­ 
brate her birthd ay. 
Mrs. George B, Mood y 
a t­ 
ten d ed the ex ecutive comm ittee 
m eetin g of the Hud son D istrict 
W oman ’s Society of 
Christian 
Service recen tly 
at 
Sauger­ 
ties. 
The Rev. an d Mrs. George B. 
Mood y atten d ed the Kin gston - 
Esopus Sub-d istrict m eetin g of 
m in isters an d wives art 
Glen - 
ford , last week. 
The 
Rev. an d 
Mrs. 
Leslie 
H. Kelln er of 
the 
Phoen icia 
B aptist Church will leave Jun e 
6 for a m on th’s 
vacation 
art 
Tarpon Sprin gs, Fla. 
Mr. an d Mrs. Raymon d 
J. 
Dun n w en t 
to 
Bin ghamton 
Sun d ay to x isd t his sister, Mrs. 
Jan e Kearn s. 
M embers 
of 
the 
Jun ior 
Sod ality of St. Fran cis d e Sales 
Church 
will 
meet, 
Mon d ay, 
Jun e 5 at 7 p. m. at the Parish 
Hall, Phoen icia. 
Mrs. 
Ad a Tyler an d Mrs. 
W illiam Haskell w are d in n er 
guests of Mrs. Jessie MacLean 
in M argaretville on Mon d ay. 
Mr. an d Mrs. Hen ry San d ­ 
ers visited Mr. an d Mrs. A rthur 
R ichter of W arren , Con n . re 
cen tly. 
The Rev. an d Mrs. George 
Mood y, 
Mrs. 
George 
Sebald , 
Mrs. Flavius Dibbell an d Mrs. 
Hen ry 
San d ers 
atten d ed 
the 
W SCS 
Con feren ce 
in 
New­ 
burgh. 
Noel H askell of Nyack visted 
his aun t, Mrs. W illiam Haskell 
W ed n esd ay. 
The Thimble Club will have 
a food sale Saturd ay, Jun e 17 
startin g 10 a. m. 
The M ethod ist Men of Phoe 
n icia will m eet Mon d ay, Jun e 
5 at 8 p. m. Hen ry San d ers will 
show' some of his color slid es. 
The W SCS will m eet in fellow 
ship hall, W ed n esd ay Jun e ' 
at 1:30 p. m. At 8 p. m. the 
Official Board will m eet in the 
Sun set Room. 
The 
Town 
of 
Shad an ken 
N ursin g Com mittee wU] have 
its an n ual lun cheon , W ed n es­ 
d ay, Jun e 7 at the Maison L a­ 
fayette, 
Big In d ian a t 12.30 
p. 
m. 
Reservation s 
may 
be 
mad e with Mrs. George Be 
d ell. Big In d ian . 
Mr. an d Mrs. R ichard H um ­ 
mel an d Mrs. W illiam Coon s of 
Stam ford visited Mr. an d Mrs. 
N ervale Jon es Sun d ay. 


Gunma n Still Free 
SYRACUSE, N.Y. (AP) - A 
gun man 
who 
robbed 
a 
loan 
compan y of $500 Mon d ay re­ 
m ain ed art large tod ay, police 
said . 
Officers said the short, stocky 
man , hran d ikshd n g a lon g - bar­ 
relled pistol, forced two women 
employes of the Ben efiiciail Fi­ 
n an ce Co. to put the mon ey in a 
paper sack. 
He then ord ered the women 
an d an assistan t m an ager to 
wairt in a rear office for two 
m in utes wtuiile he fled . 
The office is located at 4141 
South Salma St. 


D I E D 


GOLDRICK—In this city Jun e 
5, 
Joan 
Dwyer 
Gold rick 
of 84 W. C hestn ut Street, 
beloved m other of An n e A. 
Gold rick: 
lovin g 
sister 
of 
Jam es 
A. 
an d W illiam J. 
Dwyer of this city, Thomas 
F. Dwyer of Pelham M an or 
an d John H. Dwyer of New 
York City. 
Fun eral will be held T hurs­ 
d ay at 9 :30 a. m., from the 
Jam es 
M. 
M urphy 
Fun eral 
Home, 176 Broad way, then ce 


DI E D 
___ 


H ENION—At 
rest 
Jun e 
4, 
19 67, Mr. John Hen ry Hen ion . 
59 4 Broad way, husban d of 
B e a t r i c e Gable 
Hen ion ; 
father of Mrs. Jan et (W al­ 
ter) Chutka an d Mrs. M ar­ 
len e 
(Robert) 
R u s s e l l ; 
brother 
of 
Mrs. 
Dorothy 
(W illiam) 
M cElrath, 
Mrs. 
Alice (Harm on ) Hoyt, Mrs. 
E sther (Peter) Keizer, Mrs. 
Theresa (Carlo Nick) Cas- 
tiglion e, Alfred , H arold an d 
Charles Hen ion Jr. 
E n trusted to the care of the 
Keyser Fun eral Service, Kin gs­ 
ton Chapel Alban y an d M an or 
Aven ues, 
w here 
the 
cortege 
will form 
on W ed n esd ay at 
9 :30 a. m. an d proceed to St. 
Joseph’s Church, w’here at 10 
a. m. a High Mass of Requiem 
wil be offered for the repose of 
his 
soul. 
In term en t 
in 
St. 
M ary’s Cemetery. The family 
wil receive their frien d s at the 
Kin gston Chapel Mon d ay 7 to 9 
an d Tuesd ay 2 to 4 an d 7 to 9 
p. m. 


LESTER—In this city. Jun e 4, 
19 67, Lottie J. Lester, wife 
of 
the 
late 
Bert 
Lester; 
m other of Miss Gen evieve 
Lester, Mrs. Marion Lon g, 
Mrs. Nin a M arshall; sister of 
Mrs. Nin a Dix on an d George 
Weeks. 
Also survivin g are 
six 
gran d child ren 
an d 
six 
great-gran d child ren . 
Frien d s may call at the W. 
N. Con n er Fun eral Home, In c., 
Tuesd ay from 2 to 4 an d 7 to 
9 , where fun eral services will 
be held W ed n esd ay, Jun e 7 at 2 
p. m. 
In term en t Pin e 
Bush 
Cem etery, Kerhon kson , N. Y. 


In M emory of 
O ty D eparted B rother, 
Hen ry P. Barm an n Sr. 
’T h e faults of our brothers 
we w rite upon the san d ; their 


Eg g Ma rket 
NEW YORK (AP)—(USDAl— 
Wholesale egg offerin gs light on 
large, ample on m ed ium s an d 
smalls. Deman d irregular Tues­ 
d ay. 
New York soot Quo ta tio ns: 
Stan d ard s 25-26. checks 19 -20. 
Whites * 
E x tra fan cy large 27-28Vi. fan ­ 
cy med ium 20Vi - 21 Vi. fan cy 
large 26Vi - 28. med ium 20 - 21, 
smalls 14Vi-15Vi. peewees lOVi- 
n vi. 
Brow n s: 
E x tra fan ev large 30-31. fan cy 
med ium 21Vi-22Vi. fan cy large 
29 -30Vi. 


Bu tter Ma rket 
NEW YORK (AP)— (USDAl 
Buititer offerin gs ample. Deman d 
show to fair. Prices un chan ged . 
Cheese 
stead y. 
Prices 
un ­ 
chan ged . 
Dea ths 


Jo hn F. Finerty 
CEDARHURST. N.Y. (AP) — 
John F. Fin erty, 82. attorn ey for 
ex ecuted atom spies Julius an d 
Ethel Rosen berg an d con victed 
killers Nicola Sacco an d Barto­ 
lomeo 
Van zettrt. 
d ied 
Sun d ay 
after a lon g illn ess. Fin erty han ­ 
d led man v celebrated civil lib­ 
erties cases before his retire­ 
m en t in 19 61. Bom in Chicago 
an d a resid en t of Ced arhurst. he 
was a d irector of the American 
Civil Liberties Un ion ’s n ation al 
board . 
Jo hn R. Sulliv a n 
GOODLETTS VILLE. 
Ten n . 
(AP) 
— Coun try music 
star 
John R. Sullivan . 50. the "Lon - 
zo” of Gran d Ole O pry’s "Lon zo 
an d O scar." .suffered a fatal 
heart attack Mon d av while d riv­ 
in g a tractor on his farm n ear 
Nashville. He an d his brother 
Rollin were m em bers of the 
Opry troupe sin ce 19 42. Their 
hits 
in clud ed 
" I ’m Mv Own 
G ran d pa." an d "M ovin ’ on No. 
2 . " 


W ILLIAM G. DAVIS 
Ex alted Ruler 
SPENCER MYERS 
Secretary 


KEYSER 
Funeral Service, Inc. 


FE 1-1473 


Con ven ien t Location * 


KINGSTON CHAPEL 
ALBANY an d MANOR 


PORT EWEN CHAPEL 
BROADWAY an d STOUT 


to St. M ary's Church, where at virtues 
upon 
the 
tablets of 
10 a. m. a Solemn Requiem love an d memory." 
Kin gston 
Mass will be offered for the re- Lod ge of Elks No. 550, B.P.O.E, 
pose of her soul. In term en t in 
St. M ary’s Cem etery. Frien d s 
m ay call a t the fun eral home 
Tuesd ay 
from 
7 
to 
9 
an d 
W ed n esd ay from 2 to 4 an d 
7 to 9 . 


A tten tion Officer* an d Members 
of C ourt S an ta M aria No. 164 
C atholic Daughter* of 
Am erica 
Officers an d m e m b e r s of 
C ourt S an ta M aria No. 164 are 
requested to assem ble a t the 
Jam es 
M. 
M urphy 
Fun eral 
Home, 176 Broad way, this eve­ 
n in g at 7:30 p. m.. to recite 
the Rosary for their d eparted 
m em ber, Joan Dwyer Gold rick, 
an d 
to 
atten d 
Mass at St. 
M ary’s Church on Thursd ay at 
10 a. m 
M ARGARET M ITCHELL 
G ran d Regen t 
RT. REV. MSGR. 
N 
AUSTIN V. CAREY 
Chaplain 
A tten tion Officers an d Members 
of St. M ary’s Rosary 
Society 
All officers an d 
m e m b e r s of St. 
M ary’s Rosary So­ 
ciety are requested 
to 
m e e t 
at 
the 
Jam es M. Murphy 
Fun eral Home, 176 Broad way, 
this 
even in g, Tuesd ay, 
at 8 
p. m. to recite the Rosary for 
our 
d eparted 
member, 
Joan 
Dw yer Gold rick 
MRS. JO H N FITZGERALD 
Presid en t 
Rev. NICHOLAS M. MOSUNIC 
Spiritual D irector 


Killed in Viet 
ROCHESTER. N.Y. (A P )_ A 
24 - vear - old sold ier x x ho. his 
fam ily savs. refused a five-d ay 
leave in Thailan d to go back in ­ 
to combat x x tien two bud d ies 
were woun d ed , has been killed 
n ear Da Nan g. South Vietn am, etery. 


DIIED 


BOYD—Of 83 O rchard Street, 
a t Catskill, New York, Jun e 
5, 19 67, An n a R. Boyd , wife 
of the late David W. Boyd 
an d sister of Mrs. 
Laura 
Lewis an d H arry P. Rod man ; 
aun t of An n a L. Lasher. 
Fun eral services will be held 
Thursd ay. Jun e 8 at 11 a. m. 
There will be n o callin g hours. 
In term en t in M on trepose Cem 


By JIM GILPATRIC 


P lato said 
We live n ot from pleasure to pleasure but from 
w an t to w an t. 
Man s pleasures an d w an ts were of course less 
then — than we d eman d tod ay. Most of us have plen ty of 
pleasures. Yet, as in P lato’s time, we too have ever in creasin g 
x van ts. The old sayin g, "The more we have, the more we w an t" 
— applies to all of us in on e way or an other. It hold s true in 
every stra ta of society, n o m atter how much or how little an y 
segm en t m ay have. 


T here always has been an d always will be an imbalan ce 
between people in pleasures an d wan ts. For ex ample a w it 
on ce said , ‘T h e average school teacher makes more mon ey in a 
year than a profession al athlete m akes in a whole week." 


R ight or wron g, this is reality. Basically, an d this is too 
often d isregard ed , w hatever problems face people in pleasures 
an d w an ts, are in d ivid ual problems. The so called un d er­ 
privileged can n ever compel; they can on ly hope the m ore 
privileged will help them achieve w hat they have achieved . 
Con scien ce an d character con trol the givin g or refusal of help. 
An d this too is a person al m atter for which we as in d ivid uals 
will be an swerable, n ot to man , but to God . 


JAM ES F. GILPATRIC, JA M ES M. MURPHY FUNERAJL, 
HOME, Kin gston , N. Y., F E 8-1200. 
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Sa v ed Fro m Wreckers 
Ex o tic Ola na Reig ns o n Hud so n 


BY CHARLES BERMPOHL 
On a mou ntain ov erlooking 
the east bank of the Hu dson 
Riv er, ju st eou th of the city of 
Hu dson, Olarn, the residence 
of the famou s 
1 9th centu ry 
landscape artist Frederick Rd- 
win Chu rch, rises majestically . 
he ex otic stru ctu re, resem­ 
bling a Persian-Moorish castle, 
its 35 rooms clu ttered with 
magnificent Victorian fu rnish­ 
ings, Chu rch's paintings, draw­ 
ings and collection* of the old 
masters, firearms, shields, brass 
Bu ddhas, 
Tiffany 
glass 
and 
ru gs from Persia. 
Sy ria 
and 
Tu rkey , was bu ilt in 1872 and 
barely sav ed 
from 
the 
au c­ 
tioneer in 19 6 6 . 
New York State throu gh its 
Historic Tru st pu rchased the 
bu ildiling last y ear from 01*« a 
Preserv ation, Inc., an organ­ 
ization of indiv idu als who ac­ 
q u ired it from the artist's fam­ 
ily . 
Formal Opening 
The formal opening of 03ana, 
Arabic 
for 
“Ou r 
place 
on 
high,” took place on Satu rday , 
Ju ne 3. 
Conrad L. Wirth, chairman of 
the New York State Historic 
Tru st, presided as master of 
ceremonies, 
and 
Lemu el 
A. 
Garrison, regional director of 
the National Park Serv ice, pre­ 
sented 
a 
plaqu e 
designating 
Olana as a National Historic 
Landmark. 
In a speech giv en at the 


ceremonies. Garrison said that 
places of great historical sig­ 
nificance tend to be "regarded 
lightly and treated wastefu lly 
, . 
awaiting 
. . the finality 
pf the bu lldozer.” 
He went on to say that "not 
ev ery thing worth sav ing will 
be sav ed, 
that America mu st 
'respond to science and tech­ 
nology ” and the needs of the 
times bu t that "modem Amer­ 
ica mu st matu re the whole 
man,” that she mu st also "re­ 
fresh the spirit” with places of 
natu ral 
and 
historic 
beau ty 
that giv e themselv es to pray er 
and contemplation. 


Hu dson, was not spared from! the Olana bu rden the place (plans into action and It is said 
lestructio n. 
(was pu t up fo r a uctio n which 
Chu rch bou ght the tract of wou ld hav e meant that the 
land in 18 6 0 and brou ght his miceless collections wou ld hav e 
Pride to a cottage on it u ntil been disbu rsed. 
It was ru m- 
the mansion cou ld be bu ilt. 
ored that a restau rant was in 
At least 1,000 sketches for terested 
in 
pu rchasing 
the 
the hou se was made by Chu rch bu ilding. 
and, after finally ohoosing one 
Thou sands of people throu gh- 
that he called Personal Per- ou t 
the cou ntry contribu ted 
sian, he told his friends, "I 
can say , as the good woman did 
abou t her mock tou rtle sou p. 
I made it ou t of my own head.” 
* The 
artist 
freq u ently 
re­ 
v ised the plans of the mansion 
as it was being bu ilt and he 
trav eled ex tensiv ely 
throu gh 
Also present at the ceremo-lou te 
the 
world 
to 
acq u ire 
nies was Alex ander Aldrich, j treasu res for the place. 


to be the first state historic 
agency in the cou ntry with 
power equ al to Its responsihii- 
it> 
Fu nds 
far 
acq u isition 
and 
dev e» Jt>meiVt chiefly come from 
rev enu e prov ided by the $200,- 
000,000 tjond issu e 
for 
{mirks 
and recreation 
(approv ed 
by 
the v oters in 19 6 6 ) $20,000,000 
of this su m was eamnaj-ked for 
$300,000 to sav e Olana and a 
few borrowed $17 0,000 more to 
make su re the owners got the'historic preserv ation 
pu rposes. 
$47 0,000 asking price. 
The Tru st 
may 
also 
accept 
Lou is C. Jones, v ice chairman gifts of money and 
property 
of the New York State Historic and it is its hope to match its 
donations 
Tru st and Director, New York 
State 
Historical 
Association, 
aald that “legislators and the 
press came ju st in time" and 
;hairman of the Hu dson Riv er 
He 
said 
that 
the 
hou se Lemu el Garrison added that it 
Valley Commission. 
The Chu rch Tou ch 
Frederick Chu rch bu ilt Olana 
pn the profits he made as a 
painter. 
He was a highly su c­ 
cessfu l artist of his times with 
tome of his works selling for 
is high as $12,500. He painted 
the au rora borealis or “North­ 
ern Light,” the highest peaks 
of the Andes, Niagara Falls 
and the landscape of the Hu d­ 
son Valley . A trav eler to Cen­ 
tral and Sou th America. Eu - 
rope and the Near East. Chu rch 
collected fu rnitu re and decora­ 
tions from those areas which 
may be seen in the mansion. 
Working with the "Hu dson 
Riv er School” of artists he had 
stu died u nder Thomas Cole in 
CatskiU. 
Cole’i home, situ at­ 
ed on the west bank of the 


brou ght Persia to the Occident. 
Working steadily on the place, 
he inscribed an Arabic welcom­ 
ing slogan on the glass of the 
front floor and alternated the 
tint of window glass throu gh­ 
ou t in order to prov ide special 
effecta. 
Rheu matism rendered u seless 
Chu rch’s right arm and hand 
in 18 7 7 bu t he learned to work 
with his left hand. Howev er, 
after a few y ears, he gav e u p 
painting entirely to work on 
nis hilltop palace. 
Chu rch died in New York 
City , April 7, 19 00, and was 
bu ried in Hartford. 
Olana Sav ed 
In the fall of 19 6 4, a dau gh­ 
ter-in-law of Chu rch’s died and 
in that no other relativ e dis 
olay ed interest in taking ov er 


was “a olififhanger.” 
Olana is one of a nu mber of 


funds with 
inm a te 
and Federal grants. 
Oloma Is the first large 
ac­ 
q u isition of the Historic Tru st 
and the Chu rch mansion 
and 
grou nds will be operated 
by 
the Taeonic State Park Com 
bu ildings sav ed from ex tinction rrtLntan which will admdt the 
and preserv ed by the *t*te. pu blic to the 
area 
withou t 
Some 
of 
the others 
inciu dc ^ , , , ^ ^ 
px cppt Monday . 
Kingston s 
Senate 
Hou se, 
c>n,y i he flrst floor 
lhc 
Washington’s headq u arters in 
Newbu rgh 
and 
the 
Clinton 
Hou se in Pou ghkeepsie. 
The Historic Tru st 
The New York State Historic 
Tru st wo* designated by the 
state legislatu re at the su gges­ 
tion of Gov ernor Rockefeller. 
Its pu rpose was to acq u ire Im­ 
portant historic sites that were 
facing ex tinction becau se of the 
rapid pace of economic prog­ 
ress and v ariou s land-changing 
projects. 
Throu gh the creation of a 
special fu nd, the Tru st was 
giv en the means to tu rn its 
Da ily Rema ins Prime News So urce 


NEW YORK (AP) — Michael 
J. 
Ogden, 
president 
of 
the 
American Society of Newspaper 
Editors, said Monday the daily 
newspaper remains the major 
sou rce of information for most 
people, particu larly in the area 
of local new*, despite more 
modem means of commu nica­ 
tions. 
"Let no one ev er be 
conned into believ ing that local 
cov erage worth 
a damn has 
ev er been made, followed, inter­ 
preted. ex plored, reported or 


inv estigated 
by 
radio 
and 
telev ision.” he said. 
Ogden, ex ecu tiv e editor of the 
Prov idence Jou rnal and Bu lle­ 
tin. deliv ered the ninth annu al 
Pu litzer Memorial Lectu re at a 
lu ncheon at Colu mbia Univ ersi­ 
ty 's Gradu ate School of Jou rnal­ 
ism. 
At the same lu ncheon Colu m­ 
bia 
jou rnalism 
awards 
were 
presented to Otis Chandler, pu b­ 
lisher of the Los Angeles Times, 
and Edgar B. Stem Jr.. head of 
telev ision station WDSU-TV in 
New Orleans. 
The awards, recognizing serv ­ 


ice of a ty pe not often recog­ 
nized bv other major jou rnalis­ 
tic prizes, were presented in the 
form 
of 
silv er 
olaau es 
by 
Colu mbia 
President 
Gray son 
Kirk 
In his lectu re Ogden 
said 
that "for good or bad. the news­ 
paper 
stall 
seems 
a 
lav ing, 
breathing institu tion In a sense 
that none of the speedier media 
has come to be.” 
Ogden saiid he rarely heard 
any emotional feeling ex pressed 
abou t telev ision networks. 
Ogden reminded members of 
the jou rnalism class of 19 6 7 that 


the news thev mav consider 
rou tine 
is 
part of making a 
newspaper what it shou ld be 
and that, he said. Is "a renort in 
depth and 
reflection 
on 
the 
whole cltv . 
state, 
and world 
arou nd u s.” 
Ogden said money was 
not 
alway s a reason for y ou ng per­ 
sons leav ing newspapers. 
Instead, he said, they seek 
"the chance to become inv olv ed 
in that scene...to be something 
more and satisfy ing than the 
town cou ncil meeting and the 
bu dget 
of 
the 
local 
school 
board.’* 
Observ e D-Da y , 
Co mmencement 
At West Po int 


W EST POINT—The day was 
Ju ne 6 , 19 44. 
On the coast of France, thou ­ 
sands ot Allied troops were 
making the famou s D-Day in­ 
v asion. And at West Point, 
N. Y., 47 4 y ou ng men were be­ 
ing gradu ated from the U. S. 
Military Academy and being 
commissioned as second lieu ­ 
tenants in the U. S. Army . 
Last Friday , Ju ne 2, that 
historic date was commemor­ 
ated as the Class of 19 44 pre­ 
sented to the Academy a m u ral 
depicting 
the 
"other ev ent” 
which took place cm its gradu ­ 
ation day . 
The mu ral, which will hang 
in the West Point Mu seu m, 
measu res 2 2 ^ feet by eight 
feet. It depicts the amphibiou s 
landing on Omaha Beach short­ 
ly after dawn, featu ring the a t­ 
tack by the 16 th Infantry Regi­ 
ment of the 1st Infantry Div i­ 
sion. 
Last Ju ne the class com­ 
missioned artist William Linzee 
Prescott to do the mu ral. De­ 
signing and painting in his 
home in San Migu el de Allende, 
Mex ico, the artist has been 
working on the m u ral for near­ 
ly a y ear. 
Prescott is doing the work 
with firsthand knowledge of 
the inv asion, as he made a pre­ 
dawn landing on D-Day him­ 
self as part of the 505th para­ 
chu te infantry regiment of the 
8 2nd Airborne Div ision. How­ 
ev er, he has also u sed a wide 
v ariety of books and charts to 
v erify the details. 
Fou r of the generals who led 
the Normandy inv asion parti­ 
cipated in the 11 a. m. dedica­ 
tion ceremonies—Generals of 
the Army Dwight D. Eisen­ 
hower and Omar N. Bardley 
and Generals Matthew Ridge­ 
way and J. Lawton Collins. 
General Eisenhower has a 
special interest in the mu ral. 
While he was commanding the 
inv ading Allied troops, his son 
John was being gradu ated from 
the Military Academy . Another 
famou s son in the class was 


Pa ltz Co lleg e Disco ntinues Astro Civ ens 


Fo ur-Sem ester Yea r Pla n 


The State Univ ersity College 
at New Paltz will 
no 
longer 
hav e a 
fou r 
semester 
y ear, 
Donald Kent, pu blic informa­ 
tion officer at the college, has 
informed The Freeman. 
The school's facu lty v oted to 
change 
the 
sy stem 
last 
Wednesday . 
Started in 19 6 3, 
the 
fou r 
semester program 
wou ld hav e 
the 
academically 
su ccessfu l 
stu dent 
gradu ate 
in 
three 
y ears. Other State Univ ersity 
college* 
in 
Binghamton 
and 
FarmdngdaJe 
ex perim e n t e d 
with a tni-semester 
program. 
Both of these 
schools are no 
longer u sing this sy stem. 
As to the reason 
why 
the 


three-y ear 
program 
failed, 
Kent said that there was some 
feeling that 
“the 
program 
ru shed the stu dents too mu ch" 
and that It was a “raither hec­ 
tic way to operate a ooUege." 
Kent su ggeked that a stu dent 
stad 1 be able to 
gradu ate 
in 
three y ears in that two 
fiv e- 
week su mmer sessions may be 
set u p. 
A committee 1* cu rrently in­ 
v estigating way s and means of 
setting u p a new sy stem which 
may , in fact, pu t the stu dent 
on the old semester setu p. 
Dr. Charles Scott ie cu rrent­ 
ly heading the committee. 
No other colleges 
in 
the 
State Univ ersity 
sy stem 
are 
working with a three or fou r 
semester prograin. 


Dies in Ho usto n 
Auto Accident 


Urg e Preserv a tio n 
Of D&H Ca na l Site 


The D & H Canal Historical 
Society is beginning a driv e to 
encou rage people liv ing along 
the rou te of the canal to help 
In its clean-u p and restoration. 
To implement the program, the 
society is sending letters to 
people inv olv ed u rging their 
cooperation. 
Robert Gannon, restoration 
committee chairman may be 
contacted for fu rther informa­ 
tion. 


Prima ry Da y Rules 
Ulster is among 40 cou nties 
in the state in which both off 
and on-premises sale of beer, 
wine and liq u or is prohibited 
from noon to 9 p. m. on Ju ne 
20, Prim ary Day , the New York 
State Liq u or Au thority noted 
today . Polls are open u pstate 
du ring the abov e hou rs. In 
New York City they open at 3 
and close at 10 p. m. Sale of 
beer for off-premises consu mp­ 
tion is not prohibited in New 
York City . It may be sold at 
grocery and dru g stores. 


Donald A. Gru enther, whose 
father—Major General Alfred 
M. Gru enther—was Chief of 
Staff of the 5th Army which 
had taken Rome two day s be­ 
fore D-Day . 


Fa thers Da y 
Co nteset Set 
By Upto wn Ba nk 


Howard C. St. John, presi­ 
dent of the Ulster Cou nty Sav ­ 
ing* Bank, today annou nced a 
Father of the 
Year 
contest. 
The contest will be open 
to 
children from 8 -12 y earns 
old 
who will be asked to write in 
200 word* or lea* 
why 
their 
father shou ld be Father of the 
Year. 
The bank will 
award a $25 
sav ings bond to the 
winning 
y ou ngster. 
» 
According to St. John, each 
letter will be carefu lly rev iew­ 
ed and graded by a panel 
of 
competent ju dges. 
The 
bank 
will annou nce the contest win­ 
ners in 
the 
Kingston 
Doily 
Freeman. 
The bonk recently sponsored 
a Mother’s Day Contest which 
was won by Dawn Krom writ­ 
ing abou t her 
mother, 
Mrs. 
Floy d Krom. 
St. John pointed ou t 
that 
“we feel that these 
contests 
are an keeping with ou r theme 
of the Ulster Cou nty Sav ings 
Bank 
being 
'y ou r 
family 
bank’.”' 


MANNED SPACE CENTER 
Hou ston. Tex . (AP) - U.S. As­ 
tronau t Edward G. Giv en* Jr 
died earlv todav when his com­ 
pact car went off a road into an 
embankment a few miles from 
the Manned Spacecraft Center.!per 
Space agency officials said 
Air Force Mai. Giv ens. 37. one 
of the 19 astronau ts named in 
19 6 6 , was dead on arriv al at a 
Hou ston hosnital. 
Two companions, Air Force 
majors, were inju red. 
A spokesman said the acci­ 
dent occu rred shortly after mid­ 
night near Pearland, a small 
town sou th of Hou ston. 
Police reported that Giv ens 
apparently k>st control of his 
19 6 4 model foreign au tomobile 
at a aham tu rn.__________ 


mansion 
I* Of>en at thi* time, 
bu t it is believ ed that the other 
floor* will be av ailable short 
iy - 
It was in one of the 
u j>per 
rooms, a bedroom in fact, that 
Lou is Chu rch, son of the artist, 
shot himself to death in 19 43 
after q u arreling with his wife. 
There is a bu llethole 
in 
the 
woodwork giv ing testimony of 
the tragic ev ent. 
In one of the bookcases on 
the grou nd floor is a work au 
thored by Mary Caroline Rob 
bins entitled “The Rescu e of an 
Old Place.” 
So cia l Security 
Increa se Ma y Be 
Slig htly Lo wer 


B.v EDMOND LE BRETON 
WASHINGTON (AP) — The 
Hou se Way * and Moan* Com­ 
mittee i* talking of cu tting back 
slightly Social Secu rity benefit 
increase* proposed by President 
Johnaon. 
Thi* was learned as the com­ 
mittee 
continu ed 
today 
its 
weeks-long closed sessions on 
the complex administration leg­ 
islation. There Is little prospect 
of a Hou se v ote earlier tiian 
nex t month. 
Johnson’s proposals inv olv ed 
a hdke in benefits of not less 
than 15 per cent for any recipi­ 
ent, with some in the lower 
brackets getting a proportion­ 
ately mu ch larger increase. 
A committee sou rce said dis­ 
cu ssions now center arou nd an 
increase av eraging perhaps 13 
it cent. 
Predominant committee sent! 
ment, it was said, its against 
raising the wage base in which 
the tax is lev ied es steeply at 
the presidential proposal con­ 
templates — from the present 
$6 ,6 00 to $7,800 in 19 6 8, $9 ,000 in 
1971 and $10,800 in 19 74. 
Combined with tax rate in­ 
creases, 
these 
base 
stepu p* 
wou ld mean, for those earning 
the max imu m, a rise from the 
present $29 0.40 annu al tax to 
$343.20 in 19 6 8 and u ltimately 
by 19 87, $6 26 .40. 


New York State Historic Site 


If we cha rg ed $2 mo re, 
ma y be peo ple wo uld 
sto p a sking : “Ho w ca n 
it ta ste so g o o d?” 


$4.99 a qua rt. 
(Full 88 pro o f.) 


j m S O N C IS T. C O . t O U l S V l U L 
S U N 0 E 0 W HISKC Y. S6 M 0 0 F • 7 2 % 0 S A II* N f U X U t t f t f t f t * 


MEMORIAL GIFT—Mrs. Go ttfried Ber- 
er a nd Mrs. Otto Tho den, co-chairmen of 
he Union 
Center Civ ic Grou p Hilda Hop- 
ins memorial, present $225 check to Oscar 
*a wa tsch, trea surer o f 
the Ulster Co unty 


Cerebral Palsy Association. 
The annu al do­ 
nation is made possible throu gh ru mmage 
sale proceeds and is giv en in honor of Mrs. 
Hopkins. 
(Freeman photo by Wagenfohr) 


COMFORT CONDITIONING! 


Electric Heating — Air Conditioning and Humidity Control— Complete 


climate control under one roof is an outstanding feature of this home. 


Summ er, winter, spring and fall, the temperature, humidity and venti­ 


lation are regulated automatically the modern way — electrically. 


If you’ d like to know more about electric comfort conditioning for your 


home, old home or new, call us or send in the coupon. 
There's no 


obligation, of course. 


wou ld like information abou t Comfort Con­ 
ditioning my home. 


□ New Home 


□ Ex isting Home 


Name 


Address 


Phone . 


CENTRAL HUDSON 
GAS & ELECTRIC CORPORATION 
284 Sou th Avo. 
Pou ghkeepsie, N.Y. 12602 


KTGirr 
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Quantify 
Rights 
R a s.rva d ROASTS STEAKS ROASTS 


First C ut-C huck Roast 
First Cut— Ghuck Steak 
43 


King of Roasts— Standing Rib 


Bonalass, Flat or Rollod A Ttad 
Boston Roasts 


Young Tender, Govt, Inspected 


Co n to r Cu t Ch u ck 


lb 89c Roasts or Steaks 
lb 49c 


1-5 
Ribs 


Sh o rt Cu t 
Rib Steaks 
ib 9 5 C 


Ad fffoctfv. 


Thru Sot., 


Juno IP. 196 7 
TURKEYS 


4-8 lbs. 
Avg. 


THIS COUPON WORTH 


V I C 1 0 h Y 


;100 &H. Green Stamps: 


*Adb 
w w rm 
an d 
$10 00 
or 
mere 
In 
gwrthuaee 
lla m p i net l e a o n beef m cigerettec. lim H one 
H 
m 
muttmmmt pieeee. Coupon fo o d through Juno 
10, IW . 


TRY THIS MEAL TIME TREAT 
LIVER N’ BACON 
GROUND BEEF 


Po rk o r Bo o t 
LIVER 


Ho rmo l Slico d 
BACON 


Ground Fresh Several Times Daily 


Sto ro 
S11 co d 
39 


C 
D a iry 
lb 
Bran d 
79cis 


SO EXTRA SSN SHEER STAMPS 


W ith coupon and purchcrao e# 
Vo l. 4 Bib lo Sto ry Lib rary 
Co u p o n fo o d th ro u g h Ju n e 10 , 1 9 0 7 


V I U O R Y 


VICTORY 


50 EXTRA S IR 0REEN STAMPS 


W ith coupon and purchot* of 
Valu o Liq u id Wh ita, Clo o r o r 
Pin k Deterg en t 22 o x . 


C o u p o n g o o d throu gh Juno 10, 1 90 7 


VICTORY 


50 EXTRA S ft H OREEN STAMPS 


W ith co up o n a n d p urch ato of 
Th ro o 5 o x . p k g . Ban q u et Co o k in g Bo g s 


C o u p o n g o o d throu gh Juno 10, 1 96 7 


VICTORY 


\\ 10 EXTRA SftN OREEN STAMPS 


W ith coupon a n d purchaco of 
On o 6-p ack Amtco Sp o n g es 


C o u p o n g o o d throu gh Juno 10, 1 96 7 


Pounds 
and Over 


Sin g io Po u n d 
59 c 55 
ib 


FARM FRESH PRODUCE 


Tasty Do ilcio u s 
Value Franks 


Smo k ed Ban o lo so 
Cottage Butts 
Ply mo u th Ro ck 
Canned Ham 


Oscar May o r 
Smokie Links 


Limit 24 Jars, Beechnut Strained 


1 lb 49c 
C tll. 


lb79c 


3 i *2.39 
can 


12 o x 
p k g 69c 


HOT 
HOUSETOMATOES 


RED RIPE 
OHIO 
Lb. 


Large 6 Size, Ripe, Sweet, Texas 
Honeydew MELONS 
ea 5 9 
C 


Juicy Sweet Georgia, New Crop 
PEACHES 


►Oh 
23 5 


Fru it Drin k s 


»»i 3 9 
' 


Tropical-Cal-Lo 
Orange, Grape, 
Tropical Punch, 
and Pineapple-Grapefruit 


Baby Food 
7c 


1 59c 


5 ^ 49c 


Hellmann’s Maycaaaise 
49c 


Limit 1 Quart Jar 
Miracle Whip 
39c 


Limit 1 
Pillsbury Flour 
5 
49c 


Limit 1, Maxwell House 
Coffee 


Limit 1, Sucrest Granulated 
Sugar 


Limit 1 Quart Jar 


Limit 1 
Clorox 
Plastic A Q f 
Gallo n 


Value Brand 
PORK & BEANS 
No. 300 Car 


Starkist Light M eat Chunk 
TUNA 
Each 
No. 1/2 Can 


Kleenex Asstd. Colors 
TOWELS 
Each 
Jumbo Roll 25 
23 


M axw ell House, Instant 
COFFEE 
6 oz. Jar 


20 ' 


THIS COUPON WORTH 


To ward Th e Pu rb cat# 
Of On e Bo n u s Pk g . o f 4 t 


FEMS SANITARY NAPKINS 


W ithout thi* coupon— fo m i pkg. of 46 $119 


Thic coupon effective at your Victory Mnrkotc Juno 7 -1#, 1967 


SLICED BEETS 
Su p reme Co u rt Fin est Grad e A 
4 


3 
0 
3 
E 
A 
C 
Cans 
i f j y 


CUT GREEN BEANS 
Su p reme Co u rt Fin est Grad e A 


6 £ I 
00 


Koehler Red Tag Cookie Sale 
3 
s1.0 0 


Choc. Fudge 16 
O ld Fathianad Ontm onl 14 a*. 
Fig Bar 16 a i., load Raitin l l h •«. 


Delicio u s 


Co lleg e In n 
Boned Chicken 


Pen n Du tch , Med iu m o r Wid e 
Egg Noodles 
V 55c 


^43 c 


Hcrmel Spam 


San alo c 
Dry Milk 


Sen eca Bran d , Cimio wau 
Applesauce 


Keeb ld Nr 
Saltine Crackers 


Camp fire 
53c Marshmallows 
12 ez 
can 


Id eal to w rap lefto v ers 
r 99c Haidi Wrap 


W ag n er 
35“ 39c Orange Drink 


Blu e Bo n n et 
r 29c Margariac 


2 16 o x 
p k fli49c 


Limit 1, Value Brand 


3 
69c 


3 
79c 


2 S C 57c 


PETER PAN PEANUT BUTTER 
63( 


Crunchy or 
Smooth 
18 oz. 
Jar 


i a 
Potato Chips 


Sweetish Mo d ern Glassware 
Dhz 


1 tb. 


Gian t 
six e 


39c 


83c 


PHILADELPHIA BRAND 
CREAM CHEESE 


FRISKIES 


Cat Feed Treats 


f 6Vio x $■ 
can s 1.00 


8 oi. 
Pkg. 
29 
Velveeta 
Cheese Spread 


Kraft Assorted 
Cheese Dips 


2 X 98c 


* “ Me 
latner 
e W V 
Co n tain er 


FROZEN FOODS 


Green Gian t 


PEAS and 


Mix ed Veg etab les 
4^; 51<w 


Ho o d o r Fairmo n t 


SHERBET 


Shortening 


Limit 1, Value Brand 
Mayonnaise 


Limit 1, Value Brand 
Salad Dressing 


Limit 1, Value Brand 
Flour 


Limit 1, Value Brand 
Bleach 


Limit 4, Reg. Cans. Campbell's 
Tomato Soup 


Limit 4 Rolls, White & Asst'd. Colors 
Scott Toilet Tissue 


Limit 1 
Crisco 


All Flav o rs 


3 1 59c 
t 39e 
£ 29c 


5 i 39e 


Gallo n 


la 8c 
can 


each Ro ll A |g 
Sin g le Ply 


3 lb 69c 
can 
4 -T 
Pamp ers 


So u Sea 
Shrimp Cocktail 
3 •“ 89c 


D IA P E R 6 P A N T S IN O N E 
soft, comfortable 
& absorbent 
. , and thty rt flushablt. too! 


Overnite 12’* 
89c 
Daytime lS ’s 
89c 
Daytime 30*8 
$1.6 9 
Newborn 30’s 
$1.49 


\ 
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GENERAL NEWS 
CLASSIFIED ADS 
SPORTS 
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After Co o l Sp ring 
Gro wers Await Assessment o f Cro ps 


Farmers and fru it growers j now on, corn growers may miss 
in Ulster Cou nty , lik e others | the early mark et and be faced 
— 
N-w York State, 
awaiting fu tu re weather eon-;with a loss of income, 
ditions to determine Ju st what 


REFRESHER COURSE—Sister Gabrielle, 
nu rsing instru ctor at Benedictine Hosp ital, 
p resents certificates to three of the 15 nu rses 
who comp leted a 150-hou r refresher cou rse at 


the hosp ital. 
Nu rses inclu de (1-r) Agnes 
Fly nn, Maella A. Zannad and Charlotte 
Hou tman. 


effect the coldest May in New 
York State In 50 y ears will 
hav e on crop s. 
At the p resent time some 
crop s are 10 to 14 day s behind 
rmal bu t mu ch of this late­ 
ness can be maae u p with good 
moistu re and warm weather. 
Ask ed what effect the cool 
sp ring had on local crop s, Wil­ 
liam H. Palmer, Ulster Cou nty 
Coop erativ e Ex tension Serv ice 
director, said at the moment 
growth of many crop s was "re­ 
tarded” bu t there had been no 
May frost damage, althou gh 
there had been two or three 
occasions when fru it farmers 
in some localities had to start 
u p artificial heat to p rotect 
bu ds. 
It will not be k nown u ntil 
later whether 
the delay in 
fru it tree bloom has cau sed 
damage to crop s, Palmer said. 
Grains and hay hav e both 
been 
delay ed 
by 
the 
cool 
weather and the sweet corn 
crop is at p resent two week s 
behind norma',. Unless the com 
crop is stimu lated by good 
moistu re and hot weather from 


Hay and alfalfa in this lo­ 
cality hav e been delay ed by 
cool 
weather 
and 
lack 
<if 
moistu re in May , resu lting in 
a shorter crop than last y ear. 
Desp ite the general op inion 
that May was a "wet” month, 
Palmer p ointed ou t that May 
was actu ally short of normal 
moistu re and the q u estion of 
whether or not crop s “catch 
u p ” after a slow start, will 
dep end on fu tu re moistu re and 
warm weather. 
A rev iew of the State situ a­ 
tion by Associated Press re­ 
v eals the local condition ty p ical 
of that throu ghou t the State 
with the ex tent of the damage 
to be determined by the weath­ 
er in Ju ne and Ju ly , say s a 
agricu ltu ral ex p ert. 
Dr. A. Boy d Pack , 
state 
climatologist with the U. S. 
Weather 
Bu reau at Cornell 
Univ ersity , 
said 
Wednesday 
that 
temp eratu res 
for 
the 
month av eraged abou t 50 de­ 
grees, or 7 degrees below nor­ 
mal. 
Ju ne began on a frosty note 
with thermometers dip p i 
32 degrees at Glens 
Other ov ernight temp eratu res 
inclu ded 33 at Westhamp ton 


Beach and Oneomta, 
35 at 
Rome and Elmira, 36 at Al­ 
bany , 38 at Pou ghk eep sie and 
Utica, and 40 at Rochester, 
Sy racu se and Plattsbu rgh. 
Ov er the week end day time 
temp eratu res soared 
u p p er 8 0's ami 90’s. 
Arden Sherf, an official of 
the State Ex tension Serv ice, 
said "all crop s were delay ed in 
p lanting by as mu ch as 10 
day s and mu ch of the growth 
is stu nted.” 
Area Nav y man 
Sho t to Death 
On West Co ast 


Pack 
told 
the 
Associated 
Press that "warm temp eratu res 
can hasten matu rity and re­ 
su lt in near normal y ield with 
some v egetables and fru its.” 
“Howev er, 
continu ed 
cool 
into the weather in Ju ne will mean 
great delay in harv est and 
may be early -frost loss to some 
of these late p lanted crop s, 
Dr. Pack said. 
Pack said the greatest effect 
of the cold was the delay inlSherf said. 


p lanting 
of 
p eas, 
cabbage, 
cau liflower, sweet com and 
sp inach, which cou ld resu lt in 
“mark eting glu ts in Ju ly and 
Au gu st." 
Sherf said most p eaches in 
the Hu dson Valley and Central 
New York were lost in the 
Febru ary 
freeze. 
“Mu ck land 
v egetables 
in 
Central 
New 
York and Orange Cou nty hav e 
been slowed in growth, esp e­ 
cially 
lettu ce 
and sp inach,” 


r i 
• 
i 
r r $ 
l 
t t 
Bridg e 1 rav el Up 


May trav el ov er 
the 
bridges u nder control of 
fiv e I tats of 334,58 9 and 
262,8 74, 
the showed a gain of 
27.28 
p er 
New York Slot. Bridge 
thority was 5.02 p er cent abov e 
A that in May , the au thority re­ 
y ou ng New York State Nav y .rwrted today . 
sotor was fou nd shot to death 
This inclu ded a gain of 4.26 
early Monday in a p ark ing lot I*1* Cent 
00 
Kingston- 
behind a local ice sp ort, rnena RhlTOcHff 
"Wdi ck >ck *d 


SAN FRANCISCO (AP) 


ing to 
Falls. 


Police Insp ector John Fotinos 
said the y ou th was on shore 
leav e from the carrier Orisk any 
and identified him as Josep h G. 
Lu cem, 19. of Newbu rgh, N.Y. 
A p oliceman retu rning home 
noticed two y ou ths bending ov er 
Lu cenn’s body , which was In 
civ ilian 
clothes. 
When 
the 
p oliceman ap p roached to inv es- 


171,371 v ehicles last month and 
164,374 
in 1966. The 
New- 
bu rgh-Beacon Bridge, with to- 
tigate, the two y ou ths ju mp ed 
into a oar and drov e off. 
Fotinos 
said 
robbery 
ap ­ 
p eared to be the motiv e, as Lu - 
cene had no wallet and only 15 
cents in his p ock ets. He bad 
been shot once at close range. 


AH sp ans clock ed 1,219,516 
last month and 1,161,267 
in 
May , 1966. 
The Rip Van Wink le, with to­ 
tals of 
131,78 6 
and 
132,58 2 
showed a loss of .60 p er cent. 
The Mid-Hu dson’s totals were 
414,225 and 427,131, a 
3.02 
p er cent drop , and 
the Bear 
Mou ntain, with totals of 167,- 
545 and 174,306 went down by 
3.8 8 p er cent. 
May ’s 
rev enu e 
total 
was 
$329,553.25 against $375,608 .64, 
in 1966 a drop of $46,055.39 or 
12.26 p er cent. 


KINGSTON NURSES—Mrs. Shirley Wei­ 
ner, an instru ctor at Kingston Hosp ital’s recent 
refresher cou rse for former nu rses, p ou rs at 
the recep tion held for the 12 nu rses comp let­ 
ing the cou rse. 
Particip ants inclu ded (1-r) 


Robert M. Schnitzer, hosp ital administrator; 
Mrs. Loretta Vetter, instru ctor; Mrs. Kath­ 
erine Cross, stu dent and Mrs. Jan Perry , stu ­ 
dent. Freeman p hotos by Kru h) 
27 Fo rmer City Nurses Are 
Graduated After Refresher 
A total of 27 former nu rses 
from Kingston and Benedictine 
Hosp itals, some of whom had 
not p racticed in 25 y ears, grad­ 
u ated after 150-hou r refresher 
cou rse held sep arately by the 
hosp itals last Friday . 
The cou rses ex tended 
for 


fiv e week s and inclu ded both 
classroom instru ction and clini­ 
cal p ractice. A u niq u e asp ect 
of the refresher cou rse was the 
u se of 25, half-hou r telev ision 
lessons broadcast on closed cir­ 
cu it Channel 
17 
tau ght 
by 
Miss Majory Keenan, associate 
p rofessor of nu rsing at Ru ssell 
Sage College. 
The local 
hosp itals 
were 
among ten in the Channel 17 
v iewing area to condu ct re­ 
fresher cou rses u sing the tele­ 
v ised lessons which were p ro­ 
du ced by Station WMHT and 
the Ru ssell Sage College 
De­ 
p artment of Nu rsing u nder a 


grant from the State Univ er­ 
sity of New York . 
The Office of Nu rsing, New 
York 
State 
Health 
Dep art­ 
ment, 
and 
the 
Office 
of 
Nu rse Edu cation, New York 
State Edu cation Dep artment, 
also coop erated. 
New York State Edu cation De­ 
p artment, also coop erated. 
Instru ctors 
at 
Benedictine 
were Sister Gabrielle, Mrs. Ida 
Ferraro, Miss Joan Setera and 
other staff members. 
The station p lans to ru n an 
other refresher series 
in 
the 
fall. 
New! 
Oil* the "job Bid Christend o m Unite 
co ffee 
break! 


Finest quality fresh g ro und 
co ffee . . . brand o f y o ur 
cho ice . . . brewed rig ht in 
y o ur o ffice o r place o f business 
—with CORY, wo rld’s finest 
auto matic co ffee brewing 
equipment. 


Fo r o nly 50*a cu p ! 


cream a nd sug a r includ ed ■ 


• No capital inv estment) 
• Free Installatio n! 
• Yo u pay o nly fo r number 
o f cups co nsumed! 
'Fo r larg e users, as lo w as 3* a cup 
Call o r write; 


COBY COFFEE SEBVICE 
PLAN, INC. 
/ 
’ 
100 Federal Ro ad 
Danbury , Co nn, 06 810 
Pho no (203) 7 4 3-6 7 7 1 


Rush details abo ut the Co ry 
Co ffee Serv ice Plan 


Name 


Co mpany Name ............. 


Address ..................... 


C ity ............................ State. 


Telepho ne ............................... 


©196 7 Co ry Co ffee Serv ice 
Plan, Inc. 


Und er Pa p a cy Ca uses Stir 


SAN FRANCISCO (AP) — A 
controv ersy dev elop ed in Chris­ 
tendom todav ov er Ep iscop al 
Bishop C. Kiik ner My ers’ p ro- 
oosai that Anglicans and Prot­ 
estants u nite u nder the Roman 
p ap acy . 
The 
bishop 
sav s 
he 
was 
p romp ted to deliv er the sermon 
ait Grace Cathedral Su nday by 
the threat of war in the Middle 
East—which is now a fact. 
My ers told newsmen later he 
had been think ing abou t it for 
three y ears, and the block ade of 
the Gu lf of Aaaba dramatized 
for him mank ind's "sinfu l dev o­ 
tion to disu nity .’’ 
"The Middle East rep resents 
fragmentation basically cau sed 
by food p roblems.” he said. 
"I do not believ e that God will 
oermdt his chu rch to lead man­ 
k ind fu rther into a tribafetic 
situ ation,” he had said in his 
sermon to the standing-room- 
only congregation of 1,500 on 
Nob HaW. 
A sp ok esman for the bishop 
said reaction had been mix ed. 
Althou gh telep hone calls and 
letters hav e been receiv ed from 
across the cou ntry , he said, the 
onilv v iolent p rotests hav e come 
from 
lay men, 
p redominantly 
women. 
"Whait the helil does v ou r bish­ 
op 
think 
he’s 
doing?” 
the 
sp ok esman au oted a woman 
who called him as say ing. 
He said lav objections at> 
oeafed to be based mostly u oon 
traditional fears of p ap al p ower 
and the doctrine of infallibility . 
On the p astoral lev el, the p ro­ 
p osal by the su ccessor to the 
controv ersial 
Bishop 
James 
Pik e as leader of 103.000 North­ 
ern Californian Ep iscop alians 
met a restrained resp onse both 
wav s. 
"Do v ou want me to register a 
look 
of 
p leasant 
su rp rise?” 
ask ed Roman Catholic Arch­ 
bishop Josep h McGu eck en Mon­ 
day as he met rep orters and 
p hotograp hers. 
He welcomed the My ers p ro­ 
p osal. bu t said he k new manv 
non-Cafholies are su sp iciou s of 
centralized oaoal p ower. How­ 
ev er. he said, p eace, p ov erty 
and racial ju stice "are all fields 
in which we can come together 


with a bond of lov e.” He saad he 
bad forwarded a cop y of My ers’ 
sermon to the Vatican, where 
sou rces said the p rop osal wou ld 
receiv e consideration. 
In Great Britain. Chu rch of 
England circles showed no disa­ 
greement with the My ers’ p ro­ 
p osal bu t it was p ointed ou t that 
the Anglican p osition tradition­ 
ally has been that its chief dif­ 
ferences with Rome are in what 
are regarded as hu man innov a­ 
tions su ch as worship of the Vir­ 
gin Mary and the p rincip le of 
oap ad infallibility . 
At Stanford Univ ersity . Dr. 
Robert McAfee Brown, head of 
the School of Religion, p raised 
the My ers concep t. It mav "set 
certain ecclesiastical teeth on 
edge,” he said, bu t My ers was 
only ex p ressing op enly "the u n­ 
sp ok en v et half-acted imp u lse” 
of some Protestants to "u se 
Pone Pau l or Pop e John as su p ­ 
p ort for ou r concerns.” 
"We Protestants can see in 
the p ap acy , as reconceiv ed by 
Pooe John, an imp ortant sy m­ 
bol of a u nited Christian v oice 
and witness.” Brown said. 


Set $10,000 Bail 
ALBANY. N.Y. (AP)-Badl of 
$10,000 has been set for a 26- 
v ear-old man from nearby Wa 
terford who is charged with two 
bank robberies in the Albany 
area and also faces a charge of 
robbing a loan comp any in Cali­ 
fornia. 
William J. Cu rrier was arrest 
ed in Waterford Monday by FBI 
agents. He was arraigned before 
U.S. Commissioner Bender Solo 
mon. who set an ex amination 
date for Ju ne 15 and remand­ 
ed Cu rrier to the Albany Cou n 
tv Jail. 
Cu rrier was charged with the 
Ap ril 7 robbery of $1,000 from 
the Citizens Office of the Na 
tionail 
Commercial 
Bank 
& 
Tru st Co. of Schenectady and 
the Mav 26 robbery of the 
Broadway branch of the Marine 
Midland Bank of Trov . 
The FBI said Cu rrier also 
wou ld be charged with the 
March 8 robbery of the First 
Federal Sav ings and Loan As 
sociation of Long Beach, Calif. 


When was 
thelasttime 
y ou didn’t bother 
to answer 
y ou r telep hone? 


When y o ur telepho ne ring s, chances are it’s impo rtant. 
So meo ne wants to talk to y o u. So y o u pick up the receiv er. And talk. 


Impo rtant talk. Small talk. Man talk. Wo man talk. It all adds up 
to a lo t o f talk. Yo u’d think it wo uld be ex pensiv e. But it isn’t. 
Because we keep do ing thing s to keep y o ur talk cheap. 


Thing s like cro ss-co untry calls fo r a do llar. Thing s like 
an o v erall decrease in lo ng distance rates since 194 0. And thing s like 
mo re than 4 0% o f the New Yo rk State calls y o u paid 
lo ng distance charg es fo r 10 y ears ag o no w being lo cal calls. 


When y o u can talk abo ut thing s like these while just abo ut 
ev ery thing seems to be g o ing up, that’s no t bad. If talk is cheap, 
blame it o n the pho ne co mpany . 


New York Telep hone 
ftrtefthe Nationwide Bed Sy stem 
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Wo man’s Medical 
Social A ctivities^ 
Its Board Members 
SOCIETIES 
CLU8S 
♦ 
PERSONA1S 
A tour of 
historic 
Straw ­ 
b erry Mansion, in Ha afioctocu- 
lnr hilHop settling overlooking 
the Schuylkill River, was held 
Mcnmtay, June 5, for menvtiors 
of the National Board of The 
Woman* Medical 
Co I lego 
of 
Porwsylvannfl 
who 
(Mine 
to 
I’hilrnkdtrtiwi from All over the 
United States to 
hold 
ttxnr 
anrwwd meeting. 
present 
the 
Natkxwil Board Citation » t a 
(honor that evening, and Attend 
the (jolk'ge’a 115th Onmmence 
mcnt exorcise* set for today. 
Mrs. Dexter OtiA Arnold of 
Saugerties m a memb er of thr 
national hoard. 
In 
thr evening, thr 
Annual 
National Board ri.orwr was hold 
in the b allroom of the Barclay 
Hotel, where 
Mrs. 
Paul 
R 
Kaiser, Chairman of the Board 
of Corporators of thr 
College, 
preaided. 
Following 
greeting* 
b y Dr. 
Glen 
R. 
Lrymasfer, 
president and dean, Mrs. Kai 
aw 
introduced 
thr 
dinner 
Afieaker, Elizab eth 
B. 
Mililw, 
M.D., of Liverpool, Pa. who hw 
fust 
returned 
from 
three 
months of service at the Alb ert 
Schweitzer Hospital in Haiti. 


Cadet Jo hn Dav is 
Is Award Winner 
Sharo n Hahn Is Pro spectiv e Bride 


Mr. and Mrs. W alter G. Hahn 
,of Patton Drive, Schenectady, 
Air Force Academy Cadet n . Y. announced the engage- 
John L. Davis, son of Mr. and ment of their daughter Sharon 
Mrs. James W. Davis of Ker- Kosalie, to Rob ert James Es- 
. 
. 
xt v 
i- 
4 w« ...«___ .. person, son of Mr. and Mrs. 
b onk son. N. Y., is the winner 
^ Espersen of Dob b s 
o f the ThunderWrds Award for Ferry, N. Y. 
the Outstanding Cadet in Air- 
Mis.s Hahn is 
a graduate o f 
manship 
Mohonasen High School, Schen- 
Cadet Davig will b e gradu- ectady and is now employed as 
a secretary in the Office of the 
ated June 7 and b e commis- Registrar, Union College, 
sioned a second lieutenant in 
The b ride-elect is the grand- 
. . . rr___ 
,.... 
daughter of Mrs. William T. 
the Air Fo rce. He will rece.v o 
^ 2 H 
S(reet 
bachelo r o f science d e g r e e ^ ty and the late William 
with a major in civil engineer 
ing. 
He was named to the Com­ 
mandant’s lis t for military ex­ 
cellence 
two 
semesters. 
He 
served a* a Squadron Adminis­ 
trative Officer and as a Cadet 


T. Pelham and the late Mr. and 
Mrs. Grover W. Hahn. 
Mr. Espersen attended the 
Dob b s Ferry schools, Trinity- 
Pawling School and is a grad­ 
uate of Union College. 
He is 
employed as an education spe- 
Captain and was a memb er of otaiiist at 
the Naval Corres- 
the Ski and Engineering club s 
and was 
Cadet-in-Charge of 
the Soaring Club . 
Following 
graduation, 
he 
will b e assigned to Vance Air 
Force Base, Arizona, for pilot 
training. 
Cadet Davis graduated from 
Dansville Central High School, 
Dansville, N. Y., and attended 
the Preparatory School at the 
Academy, prior to b ecoming a 
cadet. 
In high school, he was pres 


jjondenee Course Center, Scotia, 


A Septemb er 9 wedding is 
planned. 


rmm, 


vT* y?. -- 


SHARON R. HAHN 
(Ramark photo) 
The Right Thing To Do 


By Elizabeth L. Post 


SUGGESTIONS FOR 
GRADUATION PRESENTS 
Dear Mrs. Post: Since gradu- 
STONE RIDGE LIBRARY FAIR—The annual lib rary fair, 
— 
------------- -— 
.. 
. 
,irx T 
, 
in Stone Ridge will b e given on Saturday. June 24 from 10 a. m. ident of his Junior Class and ation day is coming up, I ano 
to 5 p. m. on the lib rary grounds and participating will b e president of the National Hon- many other girls are wondering 
these delightful youngsters U-r) _ Elizab eth Dmmmd, Mar- or Society Chapter^ 
He was what to get for special friends 
garet Davenport, Leila Ab u-Gheida and Betsy Grenda. The 
girls will model handmade children’s dresses, a new feature for 
this year’s annual fund rasing event. (Freeman photo b y 
Wagenfohr) 


a New 
York State on this occasion 
and 
I’d like to 


Book on sub ject he is inter­ 
ested in 
Picture frame with your pic­ 
ture in it 
• 
• 
• 
A Girl with Two Bo y s 
Dear Mrs. Post. 
Recently my 
b oy friend and I attended a 


Leads Are Anno unced by Summer Theatre 


MRS. CHARLES R. SIM.I KK 
(Photo Workshop) 


Barbara Witball Weds Charles R. Singler 
Miss Barb ara Helen Withall. of the b ridegroom; and Edward 
daughter of Mr. and Mrs. Arthur Braneatj of Haatings-un-Hud- 
u .-u w v 
*(>n. cousin of the b ride. 
Withall of Ulster Park. N. 
., 
^ reception was given in the 
exchanged marriage vows with Crystal Room of the Governor 
Charles Richard Singler, son of 
Clinton Hotel in Kingston 
Mr. and Mrs. Charles Singler of 
Yonkers on May 27, 19 67 at 
1 p. m. in St. Mary's Church, 
this city. Officiating was the 
Rev. Nicholas Mosunic. assis 
tant pastor, and the Rev. D. 
David Gaise of Redeemer Luth- 
eran Church in Kingston. Theo­ 
dore Riccob ono was the organist 
and Michael Stotts of Fredonia 
was soloist. 
Baskets of roses, carnations 
and 
daisies 
decora ted 
the 
chui'ch for the occasion. 
Given in marriage b y her 
father. tJie b nde wore an ivory 
peau do soie gown with Alen- 
oon lace and a detachab le train 
of ivory’ net with AJcncon lace 
over peau de soie. Her slvoul- 
rior length illusion veil of im­ 
ported English net was held 
b v a lace head*» eee and she 
carried a cascade of white roses 
and pink glameUUas. 
Miss Anctte Valvo of Buf­ 
falo was maid of honor. She 
wore a floor length pink chif­ 
fon over pink taffeta gown and 
carried red roses w’ith pink 
marguerites. 
Miss Christine Withall, sis­ 
ter of the b ride, Mrs. Rob ert 
W ithall of Ulster Park, sister- 
in-law of the b ride, and Miss 
Diane Singler of Yonkers, sis­ 
ter of the b ridegroom, were 
the attendants. They wore floor 
length pink ohdffon over pink 
taffeta gowns and carried nose­ 
gays of pink roses with white 
marguerites. 
Ernest 
Glsolfi of 
Yonkers 
w’as b est man. Ushering were 
Rob ert Withall of Ulster Park, 
b rother of the b ride; Roger 
Sexton of Ulster Park, cousin 


S UMMERTIME 
PERMANENTS 


Co mplete 
ONLY 


HIGHER FRICED WAVES 
$1 5 .5 0 to $1 8 .00 


He will acco mo date as many 
walk-ins aa possib le — 
Try us. 


MICKEY'S BEAUTY 
& BARBER SHOP 
50 N. Fro nt St. 
FE 8 -3 2 7 5 


The b ride is a graduate of 
Kingston schools and received 
her 
RS 
in 
Education 
from 
State 
University 
College 
at 
Fmlonia She is a memb er of 
Alpha 
I**4 
Omego 
National 
Honorary 
Dramatic 
.Society 
and has b een vocal teacher tor 
the past three years at MJM 
Junior High School. 
Mr. Singler received his BS 
from C.C.N.Y. and MS from 
the University of Neb raska. He 
is now lu If tiling requirements 
for his Ph. D in Gaology and 
is also instructor at the John 
F. 
Kennedy College 
in 
Ne­ 
b raska. 
He hold memb ership 
in the Geological Society of 
America, Slb ma Xi, National 
honorary 
society 
for 
earth 
sciences in which he held office 
of president, Neb raska Chapter 
during spring of 19 65. 
When Mr and Mrs. Singler 
return from a wedding trip to 
Canada, 
they will reside In 
Lincoln, Neb . 


Bridal Sho w ’er 
Fo r Sandra Reilly 
A surprise b ridal shower was 
given in honor of Miss Sandra 
Reilly on Thursday, May 25 In 
the 
Congregational 
Church 
Hall, Saugerties. 
Those attending included the 
Mines. Leona Reilly, M argaret 
Quinn, Alice Reilly, Maryann 
Every, Marjorie Caruso, Eliza­ 
b eth Dahl, Amy Provenzano, 
Nettie Swart. Mildred Johnson, 
Jean Kropp, Esther Genthner, 
Nellie Dederick, Ruth Winnie, 
Ruth 
Ricketson,. 
M argaret 
Evans, Kay Cole, Inez Post, 
Teddi Hemphill, Dorothy Im- 
hoff. 
Sarah 
Mack, 
Beverly 
Beede, 
M arjorie 
Waaserb ach, 
Beverly Harris. Edna Hrdlicka, 
Ella Roosa. Millie Cramling, 
Helen Steiger, Marilyn W alker, 
Edith Chrystie. 
Also 
th<» 
Misses 
Sharon 
Quinn, Raa$Mtv« i Quinn, Dawm 
Burch. MargaVet Dunn. Daryl 
Reilly and the guest of honor, 
^andra Reilly. 
Miss Reilly will b e married to 
>teve Kazsek some time in 
August. 


*’Luv’\ the delightful comedy 
b y Murray Schtsgal, that ran 
for more than two successful 
and merry year* on Broadway, 
will open the 30th season of 
the Woodstock Playhouse on 
June 17 and run through June 
25. 
I *Luv” opened on Broadway 
to rave reviews, W alter Kerr 
calling it "An extraordinarily 
funny evening in the theater, 
b eautiful tv performed and mal­ 
iciously directed.” Anne Jack­ 
son, Ell Wallach, 
and 
Alan 
Arkin originated the roles of 
Ellen and Milt Manville, and 
Harry Berlin. Mike Nichols, di­ 
rector also of the current hits, 
“Barefoot 
in the Park” and 
”Thc Odd Couple", b rought his 
b rilliant and zany direction to 
the play. 
“Luv is a comedy of the ab ­ 
surd; 
staged near a 
b ridge, 
three people stand on the b rink 
o! despair and disaster. Where 
many playwrights might and 
do treat this type of situation 
with tragedy. Mr. Schisgal does 
something else in creating a 
genuine comedy. His vision is 
hilarious. He pokes droll fun 
not at disaster, b ut at people 
who take great 
pleasure in 
their personal tragedies. One 
character tries to hang him­ 
self several times and does not 
succeed. Had he succeeded, he 
wouldn’t have had anything to 
complain ab out, and audiences 
would have 
otic less thing to 
laugh ab out! 
Playgoers wih rememb er Mr. 
Schlsgal’s comic talent from 
"The Tiger”, given two sea­ 
sons 
ago at the Woodstock 
Playhouse. 
Charlotte Glenn, who recent­ 
ly toured as the female lead in 
the National Company produc­ 
tion of “Generati'm". nlays the 
role of a twice-married woman, 
thereb y twice-enriched as she 
has doub ly suffered. William 
Metzo, whom Woodstook audi­ 
ences will rememb er for his 
excellent performances in "The 
Bov Friend” and “West Side 
Storv”. clays her first husb and; 
and William Ade return* for 
his fourth season at the Wood­ 
stock Playhouse In the role of 
Harry Berlin. 
The comedy is under the deft 


awarded 
Regents 
Scholarship, 
__ 
NROTC 
Scholarship 
to 
the Memb er'"for 
u long time. Do 
University of Michigan, Ann vou have any suggestions? 
Arb or, Mich. 
He lettered in Lois. 
track and participated in has-, 
£ ^ar Lois: Here’s a list to!from the aisle. 
What would 
ketb all. 
^ 
help the many girls who have have b een the correcte seating 
Polar! 
Gallery announced to- 
The Thunderb irds’ Award is w ritten asking what they may arrangement for us? 
My b oy 
day that it would open its 19 67;sP°nsored b y the famous Air 
ffjve 
their 
b oy 
friends 
for friend 
went in first and sat 


a give something he would re- concert. A friend of my b oy 
friend, whom I had not met b e­ 
fore, had saved us seats. 
He 
was seated ir» the third seat in 


season on Saturday, June io;F’orc* 
precision 
flying team, 
with a group show of the gallery and 
b e presented for the 
roster 
Are* t*™* tb ls year. It honors 
Pub iic is invited to this ini deceased team memb ers, 
tial show and refreshments will 
b e served. 
Among the artists to b e seen 
in this opening exhib it will b e: 
Grace Wapner, Richard Crist, 
Bernard Steffin, Edward Cha­ 
vez, Bruce Dorfman, Cornelia 
Hartmann, Walter Plate, Nancy 
Summers, Amy Small, William 
Pachner, George Wexler, Thyra 
Davidson, 
Carolyn 
Haeb erlin, 
Rob ert 
Cenendella, 
Franklin 
Alexander, 
Jane 
Axel, 
Mary 
Early, 
Jacques 
Kupferman, 
Barb ara Neustadt, Susan Sha­ 
piro, Carol Summers, Julio de- 
Diego, Terry Chavez. 
Other exhib its planned for the 
season are: 
June 24 - July 8, Four Man 
Show; 
July 9 22, Carol Summers (One 
Man Show); 
July 23 August 5, Bruce Dorf- 
|man (One Man Show); 
August 6 19, Edward Chavez 
.(One Man Show); 
August 20-Sept. 4, Three Man 
Show; 
Sept. 9 24, Cornelia Hartmann. 
The Gallery hours are: 1-5 
11 p. m. daily; 10-5 p. m. Satur- 
I days; 13-5 p. m. Sundays; 7:30- 
9 :30 p. m. evenings; 7-9 p. m. 
M \ Sunday evenings. 


Little Gardens Club 
The LittJe Gardens (Tub of 
Kingston will meet at the home 
of Mrs. Darretl Nicholas on 
Overlook Drive In Hurlev on 


WILLIAM METZO 


First-night audiences will once 
again b e the guests of Producer 
M. Edgar Rosenb lum at a cham­ 
pagne 
punch 
reception. 
The 
spirit of “Luv" and of cham- 
direction 
of 
Harold 
Baldrige pagne and strawb erries promise 
with scenery and lighting b y an auspicious 30th season at the 
David F. Siegal. 
‘Woodstock Playhouse. 


Wo men’s Guild: New Paltz 
The monthly meeting of St. 
Joseph’s 
Women’s 
Guild 
of 
New Paltz was held last week 
arid the following officers were 
Jselected: Kathryn Puglisi, re­ 
elected president; 
D o r o t h y 
Philips, vice president;* Joan 
Moran, 
recording 
secretary; 
Beverly Drahos, corresponding 
secretary; and Ruth Cahill, re­ 
elected treasurer. 
Installation of officers will 
b e held on June 13 at 5:30 in 
the church b efore Mass. Insta- 
lation dinner will b e held im 
mediately afterwards at Lake 
Minnewiaska. Cocktail hour at 
6:30 and dinner at 7:30. Reser­ 
vations should b e made with 
Miriam Wolf. Ninety Miles Off 
Broadway will b e the enter­ 
tainment for the evening. 
State F air A H and Home Center 
Lists Deadline, A w ards Contest 


graduation: 
If he has a car: 
Key ring 


next to his friend, b ut I think 
this was wrong.—Evelyn. 
Dear Evelyn: The proper and 
Leather case for maps and also the most friendly 
way 
would have b een for you to 
have gone in first and sat b e­ 
tween the 
two b oys. 
Your 
friend would, of course, have 
introduced the other b oy to 
t o i l e t vou as soon as you sat down. 
« 
• 
* 


registration 
Emb lem for side door 
If he will b e traveling this 


i summer. 
Passport holder 
case 
for 
Leather 
articles 
Letter writing kit (a gentle Yo ung Csto mcr Tips the Barber 
hint!) 
Otherwise: 
Cuff links 
Tie clasp 
Leather b elt with 
b uckle 


Dear Mrs. Post: My 10-year- 
son goes to the b arb er unat­ 
tended b y an adult. 
As b ar­ 
b ers depend on tips for their 
initialed livelihood, I feel a tip Is re­ 
quired, b ut hesitate to have a 
10-year-old tip an adult. W hat 
is the procedure? He does not 
get the same b arb er on each 
visit.)—Sondra. 
Dear Sondra: Since your son 
is old enough to go to the 
b arb er shop alone and since he 


BAR MITZVAH of Jay Stev­ 
en Levine, son of Mr. and Mrs. 
S-amuel 
Levine, 
419 
Peed 
Street, Kingston, took place on 
May 20 in Temple Emanuel 
Rab b i J. Eidhhom officiated at 
the service. 
(Photo Workshop) 


Go lden Anniv ersary 
Is Observ ed To day 
By Rifto n Co uple 


Mr. and Mrs. Louis Palko- 
wics of Rifton are ob serving 
their 52nd wedding anniversary 
on June 6. They were married 
in 19 15 in St. M ark’s Lutheran 
Church, 
Brooklyn, 
b ut have 
b een residents of Rifton for 
many years. Mr. and Mrs. Pal- 
kowics spend their winters in 
St. Petersb urg, Fla., at the 
Sherman Apartments on Tam ­ 
pa Bay. 
Mr. 
Palkowics 
retired 
in 
19 53 after 27 years with Cen­ 
tral Hudson Gas and Electric 
Company. Mr. and Mrs. Pal­ 
kowics are memb ers of the 
Trinity L u t h e r a n Church, 
Kingston. 


Catho lic Scho o l 
Lay Teachers Will 
Meet o n Wednesday 
. 
. 
A m atin g of all lay-teachers 
, ‘h<L 
h‘£ 
ih the Catholic elementary’ and 
f . 
if 
annronriatp 
secondary 
schools 
of 
Ulster 
C appropnate 
County wall b e held Wednesday. 
V ut, 
v rw , a „A 
June 7 at 7:30 p. m. at the. 
Who do you tip. When and 
John A. Coleman High School.*1™ mu<*- 
You will fmd the 
Ab ruyn 
and 
Grove 
Streets, al?.sw^ 
uto 
questions in 
Kingston. 
,P?fts 
*4xte« n 
A represtentative from the Pf*e b ooklet . 
“The Etiquette 
executive 
committee 
of 
the 
Tipping. 
To get a copy. 
Catholic Lay Teachers 
G ro upsend twenty-five cents in coin 
will b e present to discuss the 
cover b ooklet and shipping 
programs and Ictivities of this expenses, to Elizab eth L. Post, 
professional association. 
All lay-teachers are urged 
to attend this important meet­ 
ing. 


in care of this paper. 
(C) 19 67, Emily Poet Institute 
(Distrib uted b y Newsday 
Specials) 


Club No tices 
Civ il Air Patro l 
Kingston Composite Squad­ 
ron, Civil Air Patrol, will hold 
its regular meeting Wednesday 
7 p. m. in the New York State 
Armory on Manor Avenue. All 
interested persons are invited 
to attend this meeting and b e­ 
come memb ers of the squadron 
Ulster Aux iliary 
The regulai monthly meeting 
of the Ladies Auxiliary, Ulster 
Hose Company No. 5 will b e 
held on June 8 at 8 p. m. in 
the firehouse. Alb any Avenue 
extension. 
All 
memb ers 
are 
urged to attend as plans will 
b e made for the annual fair to 
b e held in August. 


The deadline for 
the 
16th 
annual 
Service Awards Contest, spon­ 
sored b y the New York State 
F air’s Art and Home Center, 
is fast approaching. 
There is loss than one month 
if your volunteer organ- 


entry inimusic appreciation, or possib ly 
Community1 volunteer efforts toward b ring­ 
ing a richer professional musi­ 
cal life into the community.” 
The Community 
S e r v i c e 


June 8 at 1 p. m. Co-hostessesileft 
will b e Mrs. Marshall Hughes. ijZation wants to b e eligib le for 
a share in the 51,500 prize 
The program "Rock Gardens 
will b e presented b y Mrs. I>eroy 
Janes. 
There w» H! b e an ex­ 
change of rock garden plants. 


REARING AIDS 
Zenith, No relco . W ide*. Siemen* 
RATED the FINEST QFAIJTY 
by BI SINK8 8 W EEK’ Mucntinr 
SOLD BY: HARRY HOYAR 
5 8 » B’way . FE 1 -08 :0. OI. 8 -5 07 8 
Batteries, Repair* all llea r’x Aida 


the heat's on! 
^ 
IS' ! a 
better rush / ' / / / W 


V0Ur f U r S i, safety/ 
*’ ‘ 1 


331-0877 
or cold storage 


68 y ear* o f kno w-ho w as fur sto rage ex perts. 
Repairing — Remo deling and Custo m Cleaning 
o f y o ur FURS and y o ur CLOTH GARMENTS 


— Summer Ritea No w in Effect — 
Lev enthal’s 


*8 8 WALL ST.. KINGSTON 


money. According to Mrs. John 
Vandervort, 
Art 
and 
Home 
Center Director, the deadline 
is Friday. 
Winners in 19 66 are not eli­ 
gib le to compete in 19 67. How­ 
ever, they will again b e eligib le 
in 19 68. 
One local club , the Ulster 
County Business and Profes­ 
sional Women’s Club was one 
of five state winners in 19 66. 
Official 
rules 
and 
entry 
b lanks 
may b e ob tained 
b y 
writing 
Community 
Service 
Awards 
Contest, 
New 
York 
State Fair, 
Syracuse, N. Y. 
13209 . 
First prize in the SCA is 
$500, with $200 for second, and 
$100 each for third through 
fifth. A $500 award in a spe­ 
cial music category will also 
b e offered. 
The awards are designed to 
recognize the most outstanding 
community 
service 
projects 
across the state, no m atter how 
large or small. In addition, the 
contest provides a forum for 
the exchange of valuab le ideas 
among the groups which enter. 
A special music award has 
b een added this year in recog­ 
nition of the acquisition and in­ 
stallation of the antique Keith 
Theatre organ from Syracuse 
and the estab lishment of the 
Music Museum in the Art and 
Home Center. 
According to Mrs. Edward 
Group, awards chairman, if the 
focus is music and the com­ 
munity’ is served b y’ the project, 
chances are it is eligib le for en­ 
try. 
She said. “This might b e a 


Awards Contest is open to 
men’s and young people’s or­ 
ganizations, as well as women’s 
volunteer groups in New York 
State. 


Wo men o f the Mo o se 
Kingston Chapter 69 7, Wom­ 
en of the Moo6e, will hold 
Academy of Friendship Chap­ 
ter Night on Wednesday, June 
at 8 p. m. at 82 Prince 
Street, this city. 
Committee memb ers are Hel­ 
en Lamb iase, Florence Cline 
and Anne Erena. 
They will 
Dresent 
the 
new 
Academy 
memb ers: 
Eileen Nessel and 
Katherine 
Eaton 
with 
their 
rings. Enrollment will b e held 
after the ring ceremony. 
Installation of officers will b e 
held on June 10 at 8 p. m. In­ 
stalling Regent Elsie Nessel 
will officiate. Incoming officers 
are: Anne Peters, senior re­ 
gent; Jean Borceenski, junior 
regent; Mab el Suominen, chap- 
olain; 
Jacqueline 
H u t t o n , 
treasurer; 
Helen 
Lamb iase, 
iunior graduate regent; Anne 
Rohde, recorder. 
A penny social is planned for 
July 29 to b e held in the lodge 
at 82 Prince Street. 


Th is ca re-free, ca su a l cu t 
is a style-wise ch o ice o f th e 
sea so n ’s fa sh io n a s ch o sen 
fro m o u r ma n y 
n ew wa rm 
wea th er 
fa vo rites 
Haii cuts with Mr. Martin 
by appo intment o nly . 
J. MARTIN 
HAIR S TYLIS TS 
Pho ne FE 1 -8 62 5 
5 8 N. Fro nt S t, Kingsto n 
I— Speed Pro cess Co lo ring — 


RUMMAGE SALE 


S T. M AR Y 'S 
In the Scho o l Basement 
159 Broadway 


THURSDAY, JUNE 8 di 
FRIDAY, JUNE 9th 
9 A. M. to 4 P. M. 


SALES A RENTAL 
SERVICE 


INVALID NEEDS 


WHEEL CHAIRS 
COMMODES 
HOSPITAL BEDS 
CRUTCHES 
PORTO-LIFTS 
BONGARTZ 
PHARMACY 


8 5 8 B’way Open ’til 1 0 P.M. 


v o lunteer pro ject centered o n 'white kid glo v es. 


FOR EVENING WEDDINGS, FORMAL OR SEMI-FOR­ 
MAL BY NATURE, the ab ove two illustrations show the proper 
attire for the b ride groom, reports the American Institute of 
Men’s and Boys’ Wear. Left, is a single b reasted dinner jacket 
with shawl collar and matching trousers. It is worn with a 
regular formal shirt, b ow’ tie and sm art homb urg hat. TTiis 
outfit is to b e worn for semi-formal everyng weddings. Right, is 
the formal attire. It consists of full dress coat with peak 
lapels and trousers to match. It is worn with a white pique 
shirt, wing collar, white b ow tie and white single-b reasted 
waistcoat. The accessories are a silk top hat, white scarf and 


Perso nals 
Mrs. 
Eric Hoppe, Kripple- 
b ush, has returned from a trip 
to EXPO ’67, Montreal, Can­ 
ada, made with Pioneers of 
America. 
Mns. 
John 
R. 
Redioan of 
Brooklyn, N. Y., spent Memor­ 
ial Day weekend with Mr. and 
Mrs. Emmett N. Aldrich of 125 
Harding Avenue, this city. 
MURRAY, Ky — Frank Fato- 
iano, 131 Prospect Street ,has 
b een initiated into Alpha Phi 
Omega service 
fraternity 
at 
Murray State University. 
He 
Ls a junior majoring in phy- 
choiogy and minordng in b iology 
and sociology. 


Fo o d Sales 


Co ngregatio nal Church 
Congregational Church Wom­ 
en will hold a focd sale on Sat­ 
urday, June 10, in the church 
hall mi First Street, Saugerties, 
b eginning at 10 a. m. There 
will b e on sale at that time 
cakes, pies, bread and salads. 


“Having A Party?" 
RENT 
• TABLES 
• DISHES 
• GLASSES 
• COFFEE URN 
• CHAFING DISH 
• BARS, etc. 
fro m 
SAY-ON RENTAL SERVICE 


• CHAIRS 
• SILVER 


4 5 5 Washingto n Av e. 
Kingston, N. Y. 
FE 1-1007 


WORLD’S 6REATEST HEARIN6 AID VALUE 


The Zenith "Award” may be your chance to hear better without 
a big investment. Richly designed and precisely engineered, th« 
“Award” can mean new happiness for you. Ask us about the 
remarkable protection plans available from Zenith, a world leader 
in Radio and TV. 
Your Authorized Zenith Dealer 
T£ NtrN 


H E A R I N 
A I D S 
2 M WALL STREET 
F E 8-4085 


RUDOLPH’S 


NEW HOURSt 
8 :3 0 - 8 :3 0 Mo n.-Sat. 


8:8#-8:0 0 F rid a y 


\a 


f 
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ORANGE SEWING CONTEST—Fifteen 
g 


rls and women comp eted in the recent 
range aewing contest on Pomona lev el. Pic­ 
tu red at the fu nction (1-r) Mrs. Martha 
Kru etzfeld t, cou nty chairman; Miss Jay ne 
Ly ka, who won in class B; Cheril Ann Keld er, 
who mod els the d ress mad e by (at right) 


Mrs. Vernon Goetchiu s, third p lace winner in 
class C. Mrs. Harold MacDonald was winner 
in class A. All d resses had been ^entered in 
the state comp etition with Mrs. Goetchiu s 
taking third p lace in class C. (Freeman p ho­ 
to by Wagenfohr) 


To a stma ster Club 
Present Tro phies 


Kingston Toasrtmaster’s Clu b, 
No. 2966, met at the Amber- 
light on Ju ne 4. 
Richard Van 
Du y ne serv ed as p resid ent and 
p rogram d irector. 
Fred Ku hn- 
el serv ed as toastmaster. 
Dr. Harry McNamara, MD, 
p resented a p u lse q u ickening 
ad d ress based on a letter d i­ 
rect from Vietnam. 
He won 
the 
lead ing 
sp eaker 
trop hy . 
John Hofler, won second p lace 
u sing an observ ation of op en 
heart su rgery u nd er the cap ­ 
tion 
"The 
Rou tine 
Miracle. 
John Roseboo-k was third on 
the list with strong d ramatiza­ 
tion of "The Agony of Deci 
sion." 
John Cielo, p resented his Mfe 
story in an ice breaker ad ­ 
d ress, entitled "Plan Ahead - 
Observ ations of An Engineer. 
Lem Howard , d irected the 
'Table 
Top ics," 
"The 
State 
Lottery —Good or Bad ." The 
top ic was timely as it coin­ 
cid ed with the first issu e of 
lottery cou p ons. 
The 
d ebate 
was sp irited and illu strated the 
d iv ergent p oints of v iew. 
The names of new members 
were p resented and a grou p of 
gu ests introd u ced . 
Jim Wolford , former ex ec­ 
u tiv e of Toastmaster’s Inter­ 
national in Florid a, p resented 
an informativ e ind ex of the ac­ 
tiv ities and aims of the global 
organization. 


bmaar 


HR C HOUSE 
GtTMFORO.H 1. 


Ho y Sco ut News 
Park 9 (iu lis 
Hav e Carniv al 


GLENFORD BAZAAR — The Glenford 
Engine Comp any No. 4 and Lad ies' Au x iliary 
will sp onsor a bazaar in the Glenford flre- 
hou se, Ohay o Mou ntain Road , on Ju ly 7 and 
8 . 
Highlights will Inclu d e v ariou s games, 
food , bev erages, p ony rid es for the y ou ng­ 
sters and a sp ecial ex hibit of camp ing eq u ip ­ 
ment for the sp ortsman. 
Members of the 
Girl Sco ut News 


Onteo ra Ca dettes 
Ca mpers Pra ctice 
Sta g e Skills Da y 
Skills a t Wendy 
Ca dette Girt Scou t Troop 8 6, 
o f Onteo ra hosted a skills da y 
ev ent recently a t which mem­ 
ber* o f Bo y Scou t Troop s 63 
a nd 
1 63 d emonstrated 
the 
ma ny skills req u ired for good 
camp ing. Also inv ited to the 
p rogram 
were 
members 
of 
Ju nior Girl Scou ts Troop s 1 7 7 1 
a nd 1 7 8 who wiU become Ca­ 
d ettes this 
fall. They 
were 
giv en a n op p ortu nity to learn 
something abou t the p rogram 
they will be p racticing nex t 
y ear. 
Ov erall 
arrangements, 
in­ 
clu d ing contacting Boy Scou t 
Lead ers 
Herbert 
Wells 
and 
Thomas Fickett, who organized 
boy s from their troop s to co­ 
op erate in the skills d emon­ 
stration, were carried ou t by 
the girls of the Cad ette Pa­ 
trol led by Joanne Donlon. Ca­ 
d ette Patrol 
Lead er Sharon 
Bu ie’s grou p p lanned and p re­ 
p ared a "foil cookery " menu . 
Cad ette Troop 8 6 also re­ 
cently comp leted its challenge 
o f social d ep end ability by u s­ 
ing 
the 
knowled ge 
gained 
throu gh 
their 
C ha l l e ng e 
"Prep s” to p lan and cond u ct 
a su rp rise brid al shower for 
their 
co-lead er 
Miss 
Arlene 
Donov an. Patrol Lead er Diane 
Reffelet and her grou p were in 
cha rg e o f all the p rep arations 
a nd a lso help ed to d ev elop and 
p rint the p ictu res taken at the 
sho wer as a p art o f their p ho­ 
to g ra phy 
bad ge. 
The Cad ette activ ities this 
y ear hav e centered abou t the 
social d ep end ability challenge 
Ad u lts 
p articip ating inclu d ed 
Mrs. Robert C. Op d ahl and 
Mass Donov an, lead ers Troop 
8 6 and Mrs. Robert Bu rghgr, 
co-lead er of Ju nior Troop 1 7 7 . 
The Onteora Girl Scou ts are 
members of the Ulster Cou nty 
Cou ncil of Girl Scou ts. 


Tro o p Ca mp Pla ns 
A sp ecial p rogram is p lanned 
at Camp Wend y , owned and 
op erated by the Ulster Cou nty 
Girl Scou t Cou ncil Inc., this 
su mmer. 
Du ring the regu lar estab­ 
lished camp ing season, a sec­ 
tion of the camp will be op en 
for Troop and Stay camp ing. 
This means that a minimu m of 
eight girls and one lead er may 
come to camp , eat all their 
meals in the d ining hall and at 
the same time p articip ate in 
their own p rogram which they 
hav e p lanned themselv es. 
The 
lead er will hav e the ad d itional 
help of the camp d irector, p ro­ 
gram 
consu ltant, 
waterfront 
d irector, and a .first aid er. 
Sessions may be two d ay or 
fiv e d ay and the d ates may be 
obtained by calling the local 
neighborhood chairman or the 
Ulster Cou nty Cou ncil of Girl 
Scou ts, Inc. in Kingston. 


RUMMAGE SALE 


The 
Hellenic Women’s Clu b 
o f the 
St. George Greek Chu rch 
Will Spo nso r a Rumma g e 
Sa le o n JUNE 7 th, 8 th, 
a nd 9th, a t 3 */* Ma in St. 
9:3 0 a . m. to 5 :3 0 p. m. 
Clo thing - Ho useho ld Go o de 
And Miscella neo us Articles 


lead ers, 
troop 
committee 
members a nd pro g ra m co nsult­ 
a nts who pla n to ta ke Girl 
Soou t troop s camp ing ov ernight 
this sp iring p articip ated in an 
ou td oor training weekend a.t 
Gamp 
Wend y 
recently . 
The 
camp , located near Wallkill, is 
op erated by the Ulster Cou nty 
Cou ncil of Girl Scou ts, a mem­ 
ber agency of the Ulster Cou n­ 
ty Commu nity Chest. 
The comp , which is the site 
for the sox week su mmer resi­ 
d ent camp for the 3000 Girl 
Scou ts in Ulster Cou nty 
is 
u sed ex tensiv ely in sp ring and 
fall for troop camp ing and 
d ay trip s, and for the first time 
this y ear, will be u sed for one 
of 
the 
two cou ncil-op erated 
d ay camp s. 
The lead er training session 
gav e- new ad u lt v olu nteers a 
chance to become acq u ainted 
with facilities of the camp and 
p ractice camp skills. 
Senior Girls from the Kings­ 
ton and Sau gerties troop s con­ 
d u cted the skills sessions in 
lashing, knot-ty ing, fire bu ild 
ing u se and care of knife and 
ax e, emergency fu el, tin can 
stov es and bu d d y bu rners. 
Attend ing the ev ent were the 
Mmes. Harold Hoffman, Leo 
Notari, William Winnie, Kings­ 
ton; Mrs. Frank Mongillo, Lake 
Katrine; Mrs. Elston North Jr., 
Hu rley ; 
t he 
Mmes. 
Harry 
Cornwell, Fred erick S u t t e r 
William Connors, William Mill 
er, New Paltz; the Mmes. Ira 
DeVote, Thomas Pines, Josep h 
Carifizzi, T ho m a s Bellarosa, 
Wallkill; Mrs. A rthu r Samp - 
sen, Oliv e Brid ge; Mrs. Earl 
Prop er, 
Shokan; 
and Senior 
Scou ts Betty Dittu s, Barbara 
Romano, Kathy Hatt, Kathy 
Fagan, Kingston; Jill Vand er 
beck and Ju d y Dickson, Sau 
gerties. 
Tra ining Sessio ns 
Fo r Neig hbo rho o ds 


Twenty -one s e i v i c e team 
members from six of the Girl 
Scou t Neighborhood s of Ulster 
Cou nty Cou ncil attend ed a d ay 
and an ev ening session of train­ 
ing for Neighborhood Serv ice 
team members recently in the 
Cou ncil Office. 
The p u rp ose of the sessions 
was to acq u aint serv ice team 
p ersonnel with the new lead er 
training d esign which will be 
started in the fall, and to d is­ 
cu ss the role of the neighbor­ 
hood serv ice 
team 
and 
the 
skills they need in help ing to 
imp lement this training p lan. 
Attend ing the session were 
Miss 
Emily Card and Mrs. 
Ru d i Firmbach, Esop u s Neigh­ 
borhood ; 
the Mmes. William 
Fisher, LeRoy Stoothoff, Dav id 
Fox , Wood stock-West Hu rley ; 
the Mmes Albert Metz, Her­ 
bert Peterson, Charles Stokes, 
New Paltz; the Mmes. Harry 
Hoffman, John Lu ley , Richard 
Gu ess, Griffin Halloran, Sau ­ 
gerties; the Mmes. Frank Mon- 
giillo, Harold Hoffman, Ly nd on 
Seav er, William Miller, Alex ­ 
and er Plonsky , Ulster-Hu rley ; 
Mmes. Horace Brown, Robert 
Kmiecd ak, Leo Notari, Kings­ 
ton; Mrs. John Mu rd ock, field 
v ice-p resid ent; 
Miss A nne 
Lu mmis and Mrs. Dav id Ennis 
field ad v isors. 
The Ulster Cou nty Cou ncil 
of Girl Scou ts is a p articip ating 
member of the Ulster Cou nty 
Commu nity Chest. 


BUGGED BY BUGS—Ev er get bu gged by 
fore she d id 
bu gs? Pretty Yv onne Scherer tried to sneak 
slap s at the 
an hou r at the beach before going to work 
nu mber her. 
recently bu t the sand and flies got there be- 


and waited in ambu sh. Yv one 
bu gs bu t p ou ts when they ou t- 
UPI TELEPHOTO 


Ra ce Ag a inst Ob esity 
So y ou ’re not the d ieting 
ty p e? 
Bu t y ou ’d still like to 
d o scmcthd irg abou t that waist­ 
line? 
Dr. Harris rep orts that 
there Is a n a nswer for y o u, if 
y ou ha ppen to be a ma ture 
ma le in g o o d a ll-a ro und 
p hy si­ 
cal shap e. 
The answer isn’t d ru gs, hy p ­ 
notism, 
p u shu p s or my stical 
rite. 
The key lies in ou td oor 
ex ercise—-bu t ex ercise of a sp e­ 
cial kind , med ically su p erv ised 
and tailored to fit. 
Dr. W. E. Harris, a Eu gene, 
Ore., heart sp ecialist, worked 
ou t the p rogram with the need s 
of the sed entary old er man in 
mind ; bu t a wid e age range is 
inclu d ed among the more than 
5 20 men who hav e tried it with 
consid erable su ccess. 
They re­ 
d u ced their waistlines by an 
av erage 
of 
one - and - a - half 
inches, and abou t two third s of 
them managed to d rop 7, 
p ou nd s ap iece, on the av erage, 
d u ring 
the 
12-week 
effort. 
Many also lowered their blood 
p ressu res. 
The p rogram? It calls for al­ 
ternate walking and jogging 
(slow ru nning) a mile or more 
a d ay three times a week. The 
two d ifferent forms of locomo­ 
tion mad e it easy , Dr. Harris 
ex p lained , to fit the amou nt of 
energy ou tp u t to the need s of 
the ind iv id u al accord ing to his 
age 
and 
general 
cond ition. 
Each p articip ant u nd erwent a 
heart and lu ng ex amination and 
v ariou s other p hy sical tests be 


Carniv al 
ev ents 
were 
fea­ 
tu red at. the recent meeting of 
|Pack 9 in the assembly room 
,of 
Fv ange Id eal 
L u t he r a n 
Chu rch of the Red eemer. 
Pnirtici'iwititv g in the op ening 
were Step hen Krau se, Stu art 
Erickson and Jeffrey Berry ann. 
Cu hmaster Theod ore Blank- 
schnn annou nced the following 
ev ents: On June 17, a bu s will 
leav e Red eemer’s p arking lot 
at 9 a. m. for a trip to the 
State Cap itol, lu nch at a caf- 
ieteria and then on to the In­ 
d ian 
Mu seu m 
arriv ing home 
arou nd 5 p . m. Du ring Ju ly a 
family p icnic will be held at 
Tou gore Park at. a d ate to be 
|annou nced . Au gu st will be Cu b 
I Day at Camp Tri-Mou nt. 
The following ad v ancements 
'were 
mad e: 
Webelos 
Stu art 
Erickson a two-y ear p in; Dan- 
crmmittee are (1-r) Mrs. Stanley T e nt now - L e y o, Lion with a gold and 
ski, William Warnecke, chairman; Mrs. Jo- two silv er arrows; Robert Ka- 
sep h LeClerc; rear (1-r) Kenneth May , Rob- r» ffa, Bear and Josep h Wolf, 
ert Carle. Proceed s will be u sed to p u rchase a silv er 
arrow u nd or Wolf 
a small tru ck for fighting bru sh and forest 
Tho attend ance award was 
fires^ 
Pu blic is inv ited . 
(Freeman p hoto won by Dm 2 
a 
°y K ru h ) 
pa rent attendance. 
Award s were p resented to 
Den Mothers, the Mmes. Ka- 
try na 
Krau se, 
Marion Rock­ 
well, 
Christine 
Coisson 
and 
Miriam 
Erickson. 
Trop hies 
were for "Doing their Best." 
A 
p rosp ectiv e 
Cu b 
soou t 
Lance Coop er was introd u ced 
to the au d ience as was his 
mother, 
Mrs. Lance 
Coop er, 
Sr. and brother Stev en, other 
v isitors were Lisa Jean Du f- 
fnec, Karen Dey o, Mrs. Anne 
Dey o, 
Oasoand ra 
Me Grane, 
Stev en Me Grane, Mrs. Dora 
Hu nger, 
Ru th Brown, 
Philip 
Brown, 
Kathy Krom, Nancy 
Olsen and Lind a Olsen. 
Mrs. Miriam Erickson p re­ 
sented the closing. 


HEALTH FOR ALL 


fore and after the cou rse of ex ­ 
ercise. 
Men as old as 6 5 can grad u al­ 
ly be trained to jog at a fairly 
good p ace, throe or fou r times 
week for as mu ch at 2H 
miles a d ay , accord ing to Dr. 
Harris. Bu t he emp hasized the 
need for su p erv ision of su ch a 
p rogram by a p hy sician, aid ed 
by a p erson ex p erienced in ath­ 
letic training. 
If y ou d on’t like ou td oor 
track work, bu t still wont to 
red u ce, then may be It’s d ieting 
for y ou after all. By and with 
the ad v ice and consent of y ou r 
d octor, of cou rse. 
This colu mn is sp onsored in 
the interest of better health by 
Ulster Cou nty TB and Health 
Association, 
Inc., 
124 
Green 
Street. 


Inv a lid Sick Ro o m Supplies 
Wheel Cha irs 
Cnitehea , Ho spita l Beds 
FOR SALE o r FOR RENT 


Go v . Clinto n Pha rma cy 
2 3 6 Clinto n Av e. FE 1 -1 8 00 


MORNING, NOON OR NIGHT 
OUR HAIRCUTS ARE ALWAYS RIGHT 


mm 
v _^ \ 
jDeo tft. "Ahbw- 


a ntiques 


Antiques, a ntiques, a ntiques . . . a nd 
mo re a ntiques will be o n displa y a nd 
fo r sa le a t the a nnua l Ulster Co unty 
Antique Flea Ma rket. Fifty dea lers will 
ha v e china a nd g la ss, co pper a nd bra ss, 
ra re bo o ks, co ins, co untry furniture. 
Do n’t miss this g a la sho w, ex hibit, a nd 
sa le spo nso red by the Asso cia tio n fo r 
Menta l Hea lth. Sa t. June 1 0, fro m 1 0 
a . m. to 5 p. m. a t Dietz Sta dium, 
King sto n. 


Soft Soap Mom, but Be Tender 
By Ab ig a il Va n Bu ren 
DEAR ABBY: That letter abou t the sister in West 
Virginia who cou ld n’t get their aging mother to bathe 
regu larly hit home with me becau se I hav e su ch a mother. 
The p oor sou l is in her late sev enties and is forgetfu l 
and somewhat child ish. She is v ery heav y (abou t 25 0) so I 
coax and tease and jolly her while I u nd ress her. Then 
with the help of my good hu sband we get her into the tu b 
and giv e her a good scru bbing. Then we get her ou t of the 
tu b, d ry her and giv e her a good going ov er with some 
nice-smelling d u sting p owd er. 
I ’m su re the baths we giv e her are the only ones she 
ev er has. Ev en thou gh they ’re only once ev ery two 
weeks, they are better than none. 
SAME PROBLEM SOLVED 
* 
* 
* 
* 
DEAR ABBY: I was glad to see that someone else had 
trou ble getting her mother to take a bath becau se I really 
was ashamed to tell any bod y that I had the same p roblem 
with my own mother. I gu ess it was no secret u ntil I 
learned how to hand le her. 
Mamma was 74 and stu bborn as a mu le. When she’d 
come to v isit me I cou id smell her coming a block away , 
and after she left I u sed to sp ray to freshen the hou se. 
Finally I realized she was ju st like a child so I u sed the 
same tactics I’d u se on a little kid and it worked . 
I mad e a tu b of su d sy water, p u t little ru bber swans and 
d u cks in it and I said , "Come on now, Mamma, it’s wa-wa 
time..” I ev en got her to let me shamp oo her hair. I p ou red 
p lently of scented bath oil into the tu b, and she lov ed it. 
While she was sp ashing arou nd in her bath I’d ru n her 
clothes throu gh the au tomatic and I ad d ed bath oil to them, 
too. 
Mu ch to my su rp rise, ev ery time she came to v isit she 
asked for her "wa-wa time." 
HAPPY NOW 
* 
* 
• 
* 
DEAR ABBY: As a newly ord ained minister, my hu s­ 
band has been asked to officiate at many marriage cere­ 
monies. So why d o they send u s an inv itation to the wed ­ 
d ing? They know my hu sband will be there, bu t they send 
an inv itation with an RSVP any way . Do y ou su p p ose they 
ex p ect some sort of a p resent? I can’t figu re this ou t. 
MINISTER’S W IFE 
DEAR W IFE: I ’m su re a p resen t is n o t exp ected . Yo u 
a re sen t a n RSVP in vita tio n b eca u se th o se in ch a rg e o f a r­ 
ra n g emen ts p ro b a b ly wa n t to kn o w wh eth er yo u r h u s­ 
b a n d 
is b rin g in g yo u a n d sta yin g fo r d in n er. 
* 
• 
* 
• 
DEAR ABBY: My 14-y ear-old d au ghter d oes a lot of 
baby sitting, and she wou ld n’t think of going to sit any ­ 
where if she herself had a cold or wasn’t feeling well. 
Howev er, p arents who call sitters d o not mind ex p osing 
the sitter to child ren who are cou ghing, sneezing, and ru n- 
ing a fev er. 
This is the fou rth d ay my d au ghter has missed school 
this week. And all becau se she was called to sit with a sick 
child . 
Abby , p lease remind sitter-hiring p arents that their 
sitter is also somebod y ’s child and shou ld n’t be ex p osed to 
sickness. 
SITTER’S MOTHER 
• 
* 
• 
• 
Trou bled ? W rite to Abby , Box 6 9700, Los Angeles, Calif. 
9006 9. For a p ersonal rep ly , enclose a stamp ed , self-ad ­ 
d ressed env elop e. 
• 
• 
• 
• 
Fo r Ab b y's b o o klet, 
"Ho w to Ha ve a Lo vely Wed d in g 
, " 
sen d $1 to Ab b y, Bo x 6 9700, Lo s An g eles, Ca lif.. 9006 9. 
(© 196 7 by Chicago Tribu ne-N. Y. News Sy nd ., Inc.) 


LARRY MURRAY, son of 
the Rev . and Mrs. Clarence C. 
Mu rray of Willow, N. Y., has 
been 
accep ted 
at 
Hou ghton 
College, Hou ghton, N. Y. He 
will major in Theology . Mu rray 
is a member of the Onteora 
grad u ating class and has been 
activ e in both ju nior and se­ 
nior stu d ent cou ncils, hav ing 
been elected p resid ent of the 
ju nior cou ncil 
and 
treasu rer 
and v ice p resid ent of the se­ 
nior stu d ent cou ncil. He is a 
member of the school orches­ 
tra. Mu rray was v oted the ou t­ 
stand ing Senior of the Year 
and was organizer and p resi­ 
d ent 
of 
Onteora 
District 
You th 
for 
Christ" 
camp u s 
clu b. 


Ulster Barber 
Shop II 
Leggs Mill Rd . 
Lake Katrine 


Plaza Barber 
Shop 
Simmons Plaza 
Sau gerties 
Ulster Barber Shop 
8 01 ALBANY AVENUE EXTENSION, KINGSTON 


West Sho k a n 
WEST SHOKAN — Mr. and 
Mrs. Virgil Winchell of 
West 
Hu rley were west sid e callers 
Mond ay afternoon. 
A 30 d egree 
temp eratu re 
was rep orted in Watson Hollow 
early 
Tu esd ay . 
Mr. and M-re. 
Ralp h 
Mc- 
Roberts 
of 
Broad head 
Road 
recently entertained 
members 
of their family . 
Mrs. George Carr of Shan- 
d aken was a v isitor at Watson 
Hollow Satu rd ay at the 
Don­ 
ov an resid ence. 
George Canfield has the cast 
remov ed from his leg bu t is 
still on cru tches. 
Mr. and Mrs. Jesse Bu rger 
of Cu ba, 
Allegheny 
Cou nty , 
are ex p ected 
to 
sp end 
the 
weekend at their Watson Hol­ 
low Road camp , Bu ckhom Cot­ 
tage. 
Shokan Lod ge, 
IOOF 
491, 
and v ariou s lod ges of the Ul­ 
ster 
District, 
also 
Wald en 
Lod ge, 
p rov id ed 
cand id ates 
u p on 
whom 
the 
Initiatory 
Degree, was conferred Ju ne 3. 
Harlow McLean sp ent Su n­ 
d ay on a trip with members of 
the John McLean family near 
Margaretv ille. 


fo r the Gra d ua te! 


See and hear what 
watchmaker precision 
means in a radio by 
Bulova! 


Everyone knows Bulova makes great watches. 
To find out how great Bulova radios are - look inside — 
and listen. You'll know what watchmaker precision really 
means. And Bulova radios have all these features. 
Luxurious, modern styling. Rich, room-filling sound. 
Long- life performance. Clear distortion-free reception. 
Plus, every Bulova radio is guaranteed* for one full year. 


The Jo iners 
News o f Fra tern a l a n d 
Civic Org a n iza tio n s 
Kingston Lod ge 10, F&AM 
will hold an imp ortant meeting 
Tu esd ay at 7 :30 p . m. in Mason­ 
ic Temp le. All members are 
u rged to be p resent. 
Clinton Chap ter No. 445 , Or­ 
d er of the Eastern Star, State 
of New York will hold its 
regu lar meeting Frid ay Ju ne 9, 
Masonic Temp le,, 31 Albany 
Av enu e a t 7 :45 p . m. 
This will be the last meeting 
before the su mmer recess, a 
class of cand id ates will be in­ 
itiated . 
An inv itation is ex tend ed to 
all members of t he Eastern 
Star and Master Masons to a t­ 
tend . 
Refreshments 
will 
be 
serv ed following the meeting. 


S I T V 
K N I T 
YARN SHOP 
Old Rt. 2 09 a t Ro o sa La ne 
Hurley . N. Y. 
Open Da ily 1 0-5 :00 
a nd Frida y s 7 to 9 p.m. 
Pho ne 3 3 8 -3 4 91 
_ 


J. GODWIN 
SLIPCOVERS 
DRAPERIES 


CUSTOM MADE 
SAMPLES ON REQUEST 


PHONE FE 8 -5 94 6 


St. Ma ry ’s Mo thers 
St. Mary ’s Mothers’ Society 
will hold a ru mmage sale on 
Thu rsd ay , Ju ne 8 and Frid ay , 
Ju ne 9 in St. Mary ’s school 
basement, 15 9 Broad way , this 
oify . 
The saie will take p d ace 
from 9 a. m. to 4 p . m. each 
d ay . 


The su n r a d i a t e s 
more 
energy in 
one 
second 
than 
man has u sed since the begin­ 
ning of civ ilization. 


Wa rmer wea ther Is here 
a nd no w is the time to g et a 
NEW HAIR 
STYLE 
o r 
PERM. 
WAVE 
by 
Fra nz 
Brendle 
Fo r An Appo intment Ca ll 
3 3 8 -63 60 


SPECIALIZING IN 
BLEACHING & TINTING 


DeLuxe Beauty Salon 
and Barber Shop 
4 2 8 Wa shing to n Av e. 
Open Ev e. by Appo intment 
_ 
AIR-CONDITIONED _ 


ULTIMATE QUALITY IN AN 
AM/FM POCKET MINIATURE 


P o w e rfu l 9 tra n s is to r c h a ssis. 
Built-in AFC for drift-free FM re­ 
ception. Slide-rule precision tun­ 
ing. Two antenna system. Operates 
on low-cost 9 volt battery. Ear­ 
phone jack. Complete with ear­ 
phone, battery and carrying case. 


Ebony, Ivory or Taupe. 


BULOVA "JETSET" 
Z . T 


POWERFUL 10 TRANSISTOR 
AM/FM PORTABLE. 


O n ly 1 3A" w id e . E x tr a -la r g e 
speaker for superb sound. AFC for 
drift-free FM . Slide-rule tuner for 
on-the-dot 
selection. 
Bass 
and 
treble tone control. W ith earphone 
and battery accessories. Black or 
British Tan leather case. 


BULOVA "TRIUMPH’ *44 
95 


4 ti m es l o n g e r 


th a n o th e r l e a d i n g m a ke s! 


lh e Ma ro o n Sto re nith the Clo ck b y the Do o r 
. . . 


Telepho ne 
FE 1 -1 8 8 8 


JtWLLER* D C 


REGISTERED JEWELER. AMERICAN GEM SOCIETY 


290 W ALL ST. • KINGSTON, N .Y . 


OPEN FRIDAY UNTIL 9 P. M. 


Free Pa rk & Sho p In Sena te Pa rking Lo t 


f 
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Gressick-Sinclair Tandem Pro-Junior Senior Champs 


★ 
★ 
★ 
★ 
★ 
★ 


Sinclair, Mohawk, 33-31-M. 
| 
--------------------------------------------------------------------------------------------------------------------------------------- 
Frw ik 
Snihjer, 
Antlera-Jim 
mg- a 
a 
m * 
Gotay-No Minors for Me 


r < U , U . 
V’ ______„ 
U r i r w K n n 
* 


TV,8 GreMck, the big. row* 
beiied president of the Norlh- 
M stcm New 
York 
PGA 
fin­ 
ished bird tc -hi rd ic -h inW on ha* 
men ball to sbarc 
the 
North* 
eaMem'* 
1967 
Serhor-Junior 
Pro dvwriprionship Monday at 
Woodstock Riding Ckih. 
Gresisick** spectacular finish 
enabled h» t<*am 
(wuth 
Alex 
Smckairl 
to 
edge 
veteran 
Frank Stuhicr 
(Amiens, 
Am­ 
sterdam) 
and 
Jim 
Murray, 
Pine Brook, 
Gk> versviHe, with 
a bri Hinnt 6-imder-pair 64. They 
Carded pars and six Unkos 
Gressick's spectacular firatsb 
enabled has team td idge vet­ 
eran Frank Stuhtar of Antlers 
(Amsterdam) and Jim Murray, 
of Pue Brook 
(GloverRviiJe) 
vv-dh 
a 
bnl)w*nt 
6-under-par 
best boll 64 
In reoordmg his 
first 
win 
ever at the 
VVondalock 
links, 
Grespuck carded 38-33-7 1 on his 
own ball, posting 
Wrdiea 
on 
four of the last five holes, as 


the team shot nines of 33*31 
to 33-32 65 for 
St i Abler 
and 
Murray, 
M Imm l.agte Three 
Gresaick's torrid 
streak 
on 
the !wok nine started 
on 
the 
fifth 
hole 
(14 th) 
when 
he 
fg tanked a 5-iron shot within 6 
feet of the pin. He missed 
his 
hid for an eagle 3 but collected 
the birdie. 
After htth purred the 
15th 
hole, Gresaiek ran down an 18- 
footer on 
the 16th A put led 
from 40 feet off the edge for 
birdie-3 on the 17 th, then hit 
the stick with a 4-iron on the 
demanding finishing hoie, The 
ball trickled 10 
indies 
from 
the cup and 
the deuce even­ 
tually d id (led the tournament. 
Gnmaick and Sinclair 
had 
their approach shots so finely 
honed they missed only one 
green during the day on the 
tricky Woodstock layout. 
Sinclair, 
a 
former 
North­ 
eastern champion, said Gres- 
siek’s second nine was one of 
the 
best 
performances 
ever 


turned in by the PGA president, 
"I had a pretty good partner 
rail there today," said the dap­ 
per Mohawk Club professional. 


I ’ r a l s e s 
G r e e n s 
Gresdck, a dynamic execu­ 
tive 
but 
infrequent 
winner 
among 
the 
proa, 
had 
high 
pnse for the beautiful oondi* 
i the Woodstock greens, 
"It was a pleasure to putt on 
these greens today," he said 
His performance made it pretty 
obvious. 
Trailing 
the 
two 
leading 
teams was the area tandem of 
host pro Jim Hutchins and Alex 
(lerlak (TwaalfsklH) who ral­ 
lied from a front-nine 35 for 31 
to match the Gressick-Sinelaii 
31 on the back nine and beat 
ball 66. 
'I"he winning card. 
Par out . . . . . 444 354 443 —35 
tireassick .... 444 343 443 —33 
Sinclair 
Par in .... 444 354 443-35-7 0 
Gressick .. 444 344 332—31-64 
Sinclair 
The summaries: 
Bill 
Gressick, Catakill-AIex 


Put Y O U R Trust In Kingston Trust 


you a “Goer” 
“Stay-at-Homer ”? 


Be a “ Goer” . . . Start a Kingston Trust 
Vacation Gub . . . and next summer 
you can “ Go-Go” like the rest of our 
members. 


MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 


KINGSTON • MARLBORO • PHOENICIA • ULSTER 


*. • . where your money works for you 
AND the community” 


SEAGRAM DISTILLERS COMPANY. N.Y.C.. BIENDEO WHISKEY. 86 PROOF 6 5 % CRAIN NEUTRAL SPIRITS. 


Scho\el’» 
Ted' s 
Quality knows no season. 
The whiskey that pours you a better drink in January pours you a better drink in June 
It’s c alle d S e a g r a m 's 7 C r o w n /T h e S u re O n e . 
$499 
$619 
$315 
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Kingston High Golfers Tied for Third in State Play 


Sectio n Nine 
Pla ces 4 th 
In Divisio n 
K i n g s t o n High’s DUSO 
league and Section 9 golf 
champions tied for third in the 
team competition and fourth 
in the •ectionnl division of the 
17th annual State Intersection- 
al High School Golf Tourna­ 
ment Monday at Olean. 
Sweet Home High of Am­ 
herst captured the team title 
with low gross of 667. J ames- 
ville-DeWitt 
was 
runnerup 
with 664. Kingston and Rock­ 
ville Centre tied with 672. 
Syracuse area (Section S) 
won that title with a 974 ag­ 
gregate. Kingston’s 995 trailed 
the leaders and Buffalo and 
Binghamton in that order. 
The 
individual 
scores for 
Kingston were not available. 
Medalist at 14» 
1 .arry Kupdec of New York 
Mills, near Utica, won the in­ 
dividual crown. 
Kupdec shot a 74 - 75— 149 tor 
3*6 holes Monday over the par- 
70, 6,363 - yard Bamtflett Country 
Club course. Runner • up for the 
medatiot honors was Larry 
Zee 
of Sweet Home High, Amherst, 
with 74-76—160. 
Zee’s 
performance 
helped 
Sweet Home taflce the teem title 
with a four - man score of 657, 
•even strokes less than neccnd- 
pftaoe J amesviiie-DeWitt, 
The sectional crown went to 
Section m , composed of Syra­ 
cuse • area schools, wdrth a six- 
man taflfly of 974. Section VI, the 
Buffafo area, had 977 for second. 
Dan Montecetio of Utdon-Endi- 
cott had a bode - in-one on the 
198 - yard, par 3, UMh hole for 
the day’s only ace. 
The tourney drew mane than 
90 competitors from 9 of the 
state’s U sections. 
The summaries: 
Team 
1. Sweet Home, 657 ; 2. J ames- 
vide - DeWitt, 664; 3. Rockville 
Centre and Kingston, 672 ; 5. 
Union - Enddcortt, 681; 6. Rye, 
697 ; 7. Wait Whitman (Long 
Island), 699 ; 8. Scotia-GlermHe, 
713; 9. Westport, 766. 
Sectional 
1. HI (Syracuse area), 974; 2. 
VI (Buffalo), 977 ; 3. IV, Bing­ 
hamton, 962 ; 4. IX (Kingston), 
996; 5l VUI (Long Island), 998; 
« . H (Albany) 1,006 ; 7. XI (Long 
Island), 1,000.; 8.1 (Westchester) 
1,027; 9. VC (Adirondack®), no 


Billy Costello Ks 16 
In City Softball Win 


(City Softball) 
W 
9 
% 
I 
• 


and 
knocked 
in 


WILL ONE BE NAMED TOP ROOKIE?—Mentioned as 
leading candidates for Rookie of the year honors for the 1967 
major league baseball season are, from the left: Dick Hughes 
of the St. Louis Cardinals; Gary Nolan of the Cincinnati Reds; 


Rod Carew of the Minnesota Twins and Tom Seaver of the 
New York Mets. Or it could be that the ultimate winner has 
yet to move up from the minors, like J im Nash last year. 
(AP Wirephoto) 


Tillson Bird 
Pigeon Winner 
A pigeon released by Thru­ 
way Loft of Tillson averaged 
1175.796 ycards per minute to 
win the Kingston-Ulster Rac­ 
ing Pigeon Club’s 450-mile race 
from Danville, Va. 
Runnerup was a bird owned 
by Fred Thiele of Bloomington, 
with a 1170.063 average. Ten 
lofts 
released 
101 
rating 
pigeons in clear skies. 
The last race of the 1967 
Old Bird season is scheduled 
next Sunday from Salisbury, 
N. C , a 550-mile marathon. 
Other leaders: 
J ohn 
Buckman, 
Kingston, 
1166.186 average; Pat Armato, 
Gardiner, 1158.087; Tony Lau­ 
ra rone, Highland, 1119.801; Lee 
Behnke, 
Highland, 
1117.000; 
Fred Polizzi, Mt. Marion, 1005.- 
000. 


L it t le L e a g u e s 


E so pus L egio n 


P. E. Ftre Dept. .. .008 000— 8 4 
Mantaila In* ..................643 40x —17 7 
Jo e Land!, Ch uck Ko emm and 
Ph il Beteal; Stev e Mih ic and To ny 
DeCio o o . 
Mih ic (M). 4-h it ter, fanned 10. 
DeCio o o (M). 4 fo r 4, h o me run, 
double. 2 stnxMs. 
So o U Mo o re (PE), do ubl« , « ln- 
*!« • 


G lasco -EK 


Brav es ...................... 131 08 0—7 10 3 
Yankees 
.................... 100 28 0—6 2 1 


Raflj>h ^ May an*. 
>ino and 
Mike Gage and 
Mike Bro cco ; 
Gary 
Bddle Van Waremen 
Gage (B). 2 -h itter, 10 strikeo uts. 
Waiy ne Bno o o o (B), single, do u­ 
ble. 


Jay cees 


Hawks 
...................... 110 000—2 
Wrens ........................10fl 21x —5 
4 3 
3 0 


A1 
Greenspan 
and 
Jo e Ch ick; 
Jo h n State « nd Mark Ferraro . 
Ferraro (W), h o me run. 
Bo b No rris (W ), do uble; Wo o d 
(W ), do uble. 


Young of the 
bear 
family 
usually weigh less 
than 
one 
pound at birth, according to 
the Encyclopedia Britannioa. 


N atio nal 


Oanfleid Do dgers .........300 000—3 
VFW Pirates ...............230 OOx —5 
R H 
4 
2 
Duane Carey and BHl Co stello ; 
Tim Jo h nso n and Bill Sch o o nmaker. 
Carey 
(D), 
pitch ed 
2-h itter, 
fanned 8 . 
Jo h nso n (P), 4-h itter, struck o ut 
18 . 
Ricky Po iao o o (P), do uble. 


A m erican 
Mo o se Club .............. 410 100-8 6 2 
Mo ntgo mery W ard .100 102—4 2 2 
Danny Bro wn and Jeff Bro o ks; 
Jim O'Brien and Paul Sh rube!. 
Bro wn (M), 2-h itter, struck o ut 
13. 
Kev in Jo nes (W ), triple. 
Bo b Mo rello (M), 2 singles 


Y e ste r d ay’* Star* 
By THE ASSOCIATED PRESS 
PITCHING—Denny 
McLain. 
Tigers, 
scattered 
seven 
hits 
over 11 innings and aiflowed ondy 
one earned run as Detroit beat 
Kansas City 3-2. 
BATTING—Billy 
Williams, 
Cubs, slammed two home runs, 
hi« eighth and ninth, and a sin­ 
gle, scored three runs and drove 
in two as Chicago hammered 
Philadelphia 13-3. 


MONTICELLO RESULTS 


Carter Annexes 
Stock Feature 
Alan (Rags) Carter of Her- 
shey, Pa. won his first feature 
race of 
the 1967 
season 
ait 
Orange County Fair Speedway 
in Middletown. 
Hard pressed 
all the way, 
Carter 
was 
a 
close winner over J ackie Evens, 
Budd Olsen and Will Cagle. 
Pat Patterson of Rio, N. Y. 
ran away 
with 
the 
limited 
sportsman 20-lap feature 
for 
Ids second win of the season. 
Sonny S trupp took the oarasola- 
tioai. 


By THE ASSOCIATED PRESS 
National League 
W. L. Pct.G.B. 
Oinctirinati .. 
34 18 .654 
— 
St. Lo uis . . . . 27 16 
.600 
3»/a 
So n Francisco 
26 20 
.583 
4 
Pittsburgh ... 25 20 
.556 
5% 
Chicago ......... 
24 22 
.522 
7 
Ph aQadelph o a . 22 24 
.478 
9 
Atlanta 
......... 
22 26 
.456 
3)0 
Los Angeles.. 
21 27 
.438 
11 
Houston ......... 
16 31 
.367 14tt 
New York ... 
15 30 
.333 
15 Vi 
Monday’s Results 
Ins Angeles 4, Aitiianta 2 
Chicago 13, Philadelphia 3 
Houston 5, St. Louis 2 
Only games scheduled. 
Today’s Games 
Chicago at Philadelphia, 2, 
twi-night 
Los Angeles at Atlanta, N 
San Francisco at Cincinnati, N 
Houston at St. Louis, N 
New York art Pittsburgh, 2, 
twi-night 
Wednesday’s Games 
Chicago at Philadelphia, N 
New York art Pittsburgh, N 
Los Angeles at Atlanta, N 
San Francisco ait Cincinnati, N 
Houston at St. Louis, N 


.591 
.523 
.522 
.511 
.500 
.467 
.458 
.426 
.400 


1*1 
4% 
4*4 
5 
5*4 
7 
7*4 
9 
10*4 


American Leagu# 
W. L. Pet. G.B. 
Detroit ........... 29 18 .617 
Chicago 
......... 26 18 
Baltimore . . . . 23 21 
Boston ........... 24 22 
Minnesota . .. . 24 23 
Cleveland .... 23 23 
New York .... 21 24 
Kansas City . 22 26 
Washington .. 20 27 
California .... 20 30 
Monday’s Results 
Minnesota 5, Cleveland 4 
New York 4, Washington 2 
Detroit 3, Kansas City 2, 11 
innings 
California 3, Baltimore 2 
Only games scheduled 
Today’s Games 
Baltimore 
at California, 
2, 
twu-nigtvt 
Detroit at Kansas City, 2, wi- 
tnight 
Cleveland art Minnesota, 2, twi- 
night 
Boston at Chicago, N 
Washington art New York, N 
Wednesday’s Games 
Baltimore art California, 
Detroit at Kansas City, 
Cleveland ait Minnesota, 
Boston at Chicago, 2, 
night 
Washington at New York, 2, 
twi-night 


FIRST RACE 
Mil* Trot. Tim* 9:19.9. F an* MM 
6—Prize 
H. Po wnaU Sr. 
48 0 3 40 2.8 0 
9 —Decidedly , E. Smith 
5 8 0 4.8 0 
7—Ro nnie Star. R. Bo stic 
2.8 0 
Also started: Sampso ns Special. 
Peco s Paul, 
Silv er Susie. 
Frisky 
Hunter. 
Scratch ed: Beth e4 Lucky 
8ECOND RACE 
Mil* Pace. Tim* 2:06. P in t 11,160 
4—Av o n Ch arlie 
L. H am er 
5.60 3.8 0 2 40 
8 —April Tune 
J. Manri Jr. 
7.00 3.60 
3—Silv er Sto rm, A. Bier 
3.8 0 
Also started: 
Mar Co n Target. 
Duanes Princess. Baby do ll Lo bell, 
J. M. Titan. Captain Lo to eil. 
DAILY DOUBLE: 6-4, $ 13.16 
THIRD RACE 
Mil* Trot. Tim* 2:16.1. P« ra* MM 
3—Famo ro us 
R. Sado v sky 
8 8 0 4.20 3.00 
4—Wo rth y K. 
P. Butman 
4.9 0 3.00 
5—Eddie Duke, D. Lewis 
4.20 
Also started: Galena Speed Bo mb. 
To o t Sweet. Bedfo rd Angler, Da- 
mars Sweet Cream, No table Han­ 
o v er. 
PERFECTA: 3-4, $ 26.06 
FOURTH RACE 
Mil* Pace. Tim* 2:04.4. Parse $ 1,460 
4—Middlebro o k Jo h n 
A. Garafo ia 
16.30 9 8 0 5.00 
7—No table Wick 
M. Pusey 
11.40 5.60 
1—Time Off. J. Callah an 
3.00 
Also started: Car Value. J. M. 
Win, 
Sturdy Go ld. G arrity Han­ 
o v er, Harv ard. 
FIFTH RACE 
Mil* Pace. Tim* 
2:07. Parse $ 1,600 
3—Copper Adios 
R. Co rmier 
4.60 2.8 0 2.40 
6—Jo y nard. E. H am er 
3.60 3.40 
Also started: Senato r Lad, Quil­ 
len H&h o v er, Knigh t Streak. Ditto 
Dean. 
Scratch ed: Ho udaMle. 
PERFECTA: 2-4, $ 26.20 
SIXTH RACE 
Mile Pace. Tim* 2:06.4. Pars* MM 
3—Afto n Mika 
L. Flo y d 
5 40 3.8 0 3.20 
5—G inny Ho ld Up 
R. Co rmier 
5.20 3.8 0 
8 —Ho bo To mlen 
C. Demo re Sr. 
6.8 0 
Also started: 
Peg O Vic. Miss 
Caro l U., Nardines Gem. Warrens 
Special, Dukewy n. 
SEVENTH RACE 
Mil* Pace. Tim* 2:M. Parse $ I,1M 
5*~Tidpf€ 
R. Dunh 
18 .50 8 .00 4.8 0 


Ed Palladino 
At Monticello 


Tonights Selections 
1—Bie Rhythm, Senator T., Af- 
ton Lord. 
2—Glee, Peepsight, After Hours. 
3—Tar Time, Water Mill Tiger, 
Niagara Dream. 
4—Miss 
Ridgerunner, 
Pilot, 
J anes Abbe Boy. 
5—DRUM MAJ OR. Black J ean 
Worthy, Busy Bee Laura. 
6—Princess Blanche, Free Daz­ 
zle, Calumet Wil. 
7—J ames Titan, Mister Nibley, 
Royal Bert. 
8—Friendly Armbro, Pros J eze­ 
bel, Prince Melburn. 
9—J . M. Star, Screech. Miss 
Gail B. 
BEST BET—Drum Major (5th) 
UPSET CHANCE—Free Dazzle 
(6th) 


Subway Grill 
Perry’* Grill 
Gordon's Rest 
Royal Grill 
Perry’* Rest stopped Subway 
Grill’s 
two-game 
winning 
streak in 
the 
City Softball 
League, 9 to 4, behind the 5- 
hit pitching of Billy Cbftello, 
who struck out 16 — a sepc- 
tacular total for softball. 
The setback threw Subways 
into a first place tie with Per­ 
ry’s with 2 wins and one loss 
each. 
Perry's 
backed 
Costello’s 
glittering pitching with a 10- 
hit attack on Bill Stokes. One 
of the blows was a home run 
by Charley Williams. 
J oe Hoffman, Subways' first 
baseman, was Costello's chief 
source 
of 
annoyance. 
He 
slammed 
a 
double 
and 
a 
VFW Takes BRL 
Opener, 5 to 1 


Retaining its winning mo­ 
mentum from last season, Vet­ 
erans of Foreign Wars stopped 
the Vols, 5-1, in the 1967 Babe 
Ruth League opener Monday 
night. 
Rick Sorenson unfurled a 4* 
hitter and struck out 13. VFW 
oollected six hits off Dan Rein- 
hard, two by Sorenson. Dwight 
Byrd tripled and Hank Harder 
hit two singles for the Vols. 
The score: 
vrw (i) 
v# u (i) 
•b r h 
ab r h 
Sh o rt, 3b 
3 0 1 Keo mev , If 
3 0 0 
Brady , i* 
4 2 1 Rclnh ard. p 
2 0 0 
Gcanulaas, lb 
2 10 Harder, aa 
3 0 2 
4 1 2 By rd, c 
2 0 1 P. Harder, lb 


homer 
runs. 
H as Four R B Is 
J oe Clausi, the Perry Catch­ 
er who batted ninth in the or­ 
der, knocked in four runs with 
a single and double. 
Coetello triggered a four-run 
Perry rally with a double in 
the fourth inning. A base on 
balls to Tony Amato and an 
error 
on 
Charlie 
W illiam s’ 
bunt loaded the bases. Mel W il­ 
liams struck out but a double 
by J oe Clausi scored two runs 
and Ron Secneto’s single added 
two more. 
Costello singled in the second 
inning 
and 
Charlie 
W illiams 


two'smash in the fourth inning. 
Gordon’s meet Royals today 
at 6:15 p. m. at upper Has- 
brouck Park. 
The score: 
Perry# Grill (*) 
Subway Grill (4) 
ah r h bl 
ab r h bi 
Secreto, as 
3 0 1 2 Bruck, rf 
3 1 0 0 
Bcrardl. cf 
4 0 0 0 Ooraltne. 2b 
2 6 0 0 
Tartafeskl, if 4 0 0 0 Stokes. 2b 
0 1 0 0 
Amato, rf 
4 1 2 0 Ferraro, cf 
3 0 0 0 
Coetello, p 
4 2 2 0 Hoffmao. cf 
3 1 2 2 
T.Amato. 2b 
3 1 0 0 J Ferraro, lb I 0 0 fl 
William*. 3h 
4 3 1 2 Blackwell, aa 4 6 1 1 
M.WIII ms, lb 4 1 2 1 Berardl. 3b 
2 0 0 0 
Claual, c 
2 1 2 4 Wells. 3b 
1 0 0 0 
Stokes, p 
3 0 1 0 
Fisher, c 
1 6 0 0 


Totals 
33 • 10 • To tals 
Perry's 
.................................... 
020 430 0 -6 
Subway 
................................... 
000 210 1—4 


2, Subway 3. 2B—Costello. 
E—Perry ’s 
followed with a home run over Chau‘L f*offmtn' ,Uckw# " 
HR“ Hoff 
the 
right 
fielder's 
head. 
J oe 
Hoffman’s homer was a 
leadoff 


vi i w m o i )! 
* itr i i is i as i , 
o i a v A W f i t , 
f l 
f l III I *• 
man, Williams. BB—Costello 3, Stokes 2. 
SO—Costello 16. Stokes 6. WP—Costello. 
LP—Stokes 
U—T. Crlsplno, J . Uhl, J . 
Crlspino. 


So renso n, p 
Strubel, 2b 
Sanbo rn, c 
Gumelr, If 
Renn, If 
DeFo rest. rf 
Fasiano . If 
Haber, cf 
Ho ffatater, rf 


Totals 
VFW—(2) ... 


1 0 0 Vo gt. 3b 
3 10 Palen, rf 
3 10 Tierney , 2b 
3 0 0 Callah an, If 
0 0 0 Yo nta. if 
0 0 0 
0 0 0 


24 » 6 To tals 


2 1 1 
3 0 0 
2 0 0 
1 0 1 
3 0 0 
0 0 0 
2 0 0 


21 1 4 


yn v ..................................... m on-$ 
Vo li ..................................... o o o 100-1 
E—Vo la 8 . 2B—Brady . 3B—By rd. BB— 
So renso n 4. Relnh ard S. SO—So renso n 
13. Relnh ard 3. 


a x ne r _ _____ 
R. Manzi 
4.8 0 4.8 0 
3—T ar Fro 6t, J. Sch ro wier 
4.8 0 
Also started: Grand Prince. Red 
Flames Bo y , Cecil Mlmbar, Spring 
Sto rm. Scratch ed: Betttma Wick. 
PERFECTA: 5-1. $66.26 
EIGHTH RACE 
Mil* Paee. Tim* 2:M .l. Para* $8 M 
3—Wy nimg Duke 
A. Bker 
6 60 4 00 3.8 0 
5—Sh ad y d ale Su Yan 
G. Giilmo ur 
8 .8 0 5.00 
1—Rebas Go o se, M. Puaey 
6.8 0 
Also started: Lusty Freigh t, Lees 
Ro y al 
Bo y . 
Th e Hermit. Success 
SM, Gunrno r. 
NINTH RACE 
Mile Paee. Tim* 2:67.$. Para* $$M 
1—Ijees Captain 
A. Bier 
8 .00 4 60 3.40 
8 —Ph ils Harlan Girl 
J. WiUitard 
5.8 0 4.40 
4—Miss Bo nnie Blue 
A. Abbatlefllo 
6.40 
Also started: Acto r Pick, Oaptam 
Etta B. McBJlen. Mr. Kent. 
D. M 
DNF: Ro y al Gay . 
PERFECTA: 
Attendance S.SS4 
1-2, $42.66 
Haadl* $251,666 
MONTICELLO ENTRIES 


N 
N 
N 
wtf- 


He’sBetterThanMoney; 
Tillotson to Yankees 


FIRST RACE 
Mil* Pae* 
Para* 6*00 
1—Lo ne Tree Queen, I* Bro giio , 64 
8 —Senato r T, M. Pusey . 4-1 
3—Bie Rh y th m, A. Bier, 3-1 
4—Duke Mel bum, R. Bo stic, 6-1 
5—DLnamic Laura, L. Tulin©, 8 -1 
6—Co mmander Knigh t, 
J. 
Quinn, 
5-1 
7—Secret Ho pe, F. Bro wne, 12-1 
8 —Dazzle Red, J. Alo y , 5-1 
SECOND RACE 
Mil* T ro t 
Para* $600 
1—Super Date, R. Co rmier, 6-1 
8 —Glee. H. Po wmall, 3-1 
3—A fter Ho urs, R. Ftlio n, 5-1 
4—Susie, Dillo n, F. Taigariello , 8 -1 
5—Armbro Farr, J. Scnro eder, 6-1 
6—Silv er Speedie, G. Oaks, 7-3 
Peepsigh t. C. Fleming, 9-2 
8 —Tassel Bell. J. Grundy . 
THIRD RACE 
Mile Pace 
Para* $6M 
1—Ro mantic Way , L. Bio gto o , 6-1 
2—Mill Tiger, E. H am er. 3-1 
3—T ar Time. J. Dull, 3-1 
4—Niagara Dream, C. Galbraith , 4-1 
5—Flo rence A., D. Cappelo , 12-1 
6—Ruda/gar, M. Vicidarnwv i, 8 -1 
7—Cam Patch . A. Burto n, 5-1 
8 —Ellies Fav o rite, J. Berube, 13-1 
FOURTH RACE 
Mile Tro t 
Para* $1,1 M 
Janes Abbe Bo y , G. GMmo ur, 9 -2 
3—Pilo t, J. Quimn, 7-2 
3—Mini Ho o t, A. Burto n, 3-1 
4—Miss Ridgerunner, W. Po p Anger, 
4-1 
5—Ph anto m Fling, J. Flretti, 8 -1 
6—Pepperm int Red, P. Lutmam, 12-1 
7—Hasty Dares, D. Williams, 8 -1 
8 —Av o n Mary , L, H am er, 6-1 
FIFTH RACE 
Mile Pace 
* 
Para* 


By MIKE RECHT 
Thad THotsan looks like a 
better reward titan money to the 
New York Yankees in payment 
for helping the L 06 Angeles 
Dodgems 
win 
the 
National 
League pennant last season. 
The Yankees, who gat the un­ 
heralded miinar league pitcher 
and a bundle af cash from the 
Dodgers far Dick Schofield last 
September, cashed in another 
premium on the big right-han­ 
der Monday night. 
Tillotson, who barely made 
the roster in spring training, 
pitched the Yankees to a 4-2 vic­ 
tory over the Washington Sena­ 
tors, his third triumph without a 
io&s in hois first major league 
season. 
At the same time, the Dertmou.it 
Tigers were busy cashing in an 
pitching coach J ohnny Sain, a 
newcomer to (he Tigers this 
soGtson. 
Dennis McLadn, Tiger right­ 
hander, 
threw 
credit 
toward 
Sain after throwing sladems by 
Kansas City far II innings as he 
heart Kansas City 3-2. 
In the other American League 
gomes, Oesar Tovar scorned on a 


wild pitch with two out in the 
last of the ninth imntimg far Min­ 
nesota’s 5-4 victory over Cleve­ 
land end reliever Bdi Keliso’s 
five shutout innings helped Cali­ 
fornia past Baltimore 
3-2. 
Chicago and Boston were not 
scheduled. 
Mantle Raps 
Mickey Mantle made Tillot- 
son’s victory possible wiiith hois 
12th homer in the eighth inning 
that broke a 2-2 tie. A second 
run scored in -the inning on a 
sacrifice fly. 
Tom Tresh homered earlier 
with a man an for the deadlock 
after Mike Epsitein made iris 
debut far the Senators with a 
fluke 
insade-the-park 
homer 
with one on on ,a pop fly that 
bounded past Tresh. 
McLain allowed only seven 
hiits in his effort and one af the 
runs 
off him 
was 
unearned 
when Phil Roof tripled in the 
ninth inning and scored when Ai 
Kailtine babbled the bail. 
J im 
Northrup 
sung led 
and 
scored on Norm Cash’s double 
for the winning run. 
“ My good control Is back and 
my slider now is a weapon 
have confidence in. I know I can 
battle (he hatters with fit,” Mc­ 


Lain said 
after evening his 
record at 6-6. 
“ Gave J ohnny Saiin the credit, 
didn’t like the idea when he 
wanted to teach it (the slider) to 
me in the spring. Tonight it 
made add the difference. I threw 
it 15-20 times.’’ 
Control Waa Off 
Steve Bailey’s control was not 
as good for Cleveland. He made 
the wild patch that got Tovar 
home after the reliever walked 
Tovar, who reached third on 
Rod Carew’s safety. 
Bob Allison homered earlier 
far the Twins and Tony Oliva 
pulled them into a 4-4 tie in the 
sixth inning after Fred Whitfield 
and Max Ailvis hdrt solo shots far 
the Indians. 
KeiLso, 3-1, took over in the 
fifth inndmg far Niick WiQlihifte 
who left worth a pulled muscle 
af ter giving up both Baltimore 
runs, one on a homer by Pasri 
Blair. 
The Angeds led 3-2 art the time 
with three runs in the second 
inning as an infield out, a single 
by J ose Catrdenail and a farce 
out drove them home. Kelso 
allowed ondy one hit and a wallk 
the rest of the way. 


2— J. M. Stax . D. Co te. 3-1 
3—In To o Deep, A. Ko ch , 6-1 
4—Alge* Orego n, L. Flo y d, 8 -1 
5—Mias Gaii B., A. Abbo tkdlo , 5-1 
6—Stax, Rum, J . Glamour, 6-1 
7—BlUy Knight, R. Mey^r, 5-1 
8 —Dreamer Lo bell, W. Po p finger 
8-1 
Mighty M Race 
To Middlebrook 


1—Queens Reel main, R. Co rmier, 9 -2 
3—Drum Majo r, F. Cuff, 3-1 
3—Black Jean W o rth y , J. Grundy , 
9 -2 
4—Busy Bee Laura. A. Ko o h , 4-J 
5—R. Lucky Belle, B. Mo rgam, 8 -1 
6—Two To n To ny , G. Giilmo ur, 6-1 
7—Sparkle Signet, C. Demo re Sr., 
8-1 
8 —Drammen, F. Heck, 8 -1 
SIXTH RACE 
Mil* Fac* 
Fart* 
$$06 
1—Princess Blanch e, F. Cuff. 4-1 
2—Claumet WU, A. Abbatlello , 3-1 
3—Lo rd Newpo rt, M. Pusey , 6-1 
4—Dailey Do rwo o d, M. Vieido mini, 
6-1 
5—Tardy , J, Grundy , 6-1 
6—Ro y al Gash , C. Hand, 13-1 
7—Free Dazzle, J. Quinn, 7-2 
8 —Ho mestretch Ro uge, J. Berube, 
12-1 
SEVENTH RACE 
Mile Faee 
Fart* 
$1,600 
1—Ro y al Bert, C. Esslnso n, 4-1 
2—Credible, G. Giilmo ur, 4-1 
3— Ernie League, E. Miller, 8 -1 
4—Dale Waiv e, D. Capello , 6-1 
5—Mister Nibley , C. GaflbraMh , 3-1 
6—Jam es Til tain, W. Lasky , 6-1 
7—Castle Gate, J. Sch ro eder, 8 -1 
8 —Ato mic Sir, A. Ko ch , 5-1 
EIGHTH RACE 
Mile Face 
Forte $8 00 
1—Miss Star Hav en, C. Flemiuv g, 5-1 
3—Friendly Armbro , 
J. Callah an 
4rl 
3—Pro s Jezebel, L. Ro ila, 5-1 
4—MlUi'bet, A. Biter, 6-1 
5—Prince Melbum, R. Co rmier, 3-1 
6—Sandriemne, H. Himse4, 10-1 
7—Casey Dares, L. Flo y d. 6-1 
8 —D o ttle Wick, A. AbbaiMlo , 8 -1 
NINTH RACE 
Mil* Face 
Fnrs* 
$8 00 
1—Screech, E. Hamer, 7-9 


MONTICELLO 
— 
Middle- 
brook J ohn, a three-year-old 
Grand R. Volo gelding, won the 
featured three-year-old pace at 
Monticello Raceway last might 
in a sizzling 2:04.4 — and 
snapped the winning skein of 
Harvard at three. 
Driven by Anthony Garafola, 
Middlebrook J ohn short from 
the number 4 post to the front 
and went by the quarter with 
favorites Time Off and Har­ 
vard tagging along. They held 
that position by the half and 
at the three-quarter pole all 
three bunched up in an effort 
to position themselves for the 
final dash to the wire. 
Three wide, Harvard, who 
had won three for three in his 
short racing span, went off- 
srtride to the dismay of his 
pilot, Real Cormier. Time Off 
at the top of the stretch had 
poked a nose in front 
but 
Middlebrook J ohn responded to 
the urging and sped back to 
the front over a tiring Time 
Off. Notable Wick, not in con­ 
tention until the final turn, 
rushed up to take second from 
Time Off. 
The speedy clocking for the 
sophomore pacers at this early 
stage had fans buzzing. It was 
only the third time out this 
year for the winner, who won 
his previous start in 2:07. The 
winner, overlooked in the pre 
race selections, paid $ 16.20, 9.20 
and 5.00. 
A pair of three-year-olds that 
were highly regarded by the 
fans at the Mighty M combined 
to win the daily double races 
Prize won the opening trort for 
Harry Pownall Sr. and Avon 
Charlie the second race, a pace 
with Levi Hamer in the sulky 
The 6-4 combination resulted 
in a payoff of only $ 13.80. 
Ti» e first perfecta of 
the 
night in the third race was 
worth $ 26 for those who picked 
Famorous and Worthy K. to 
finish in that order. They wer 
from posts 3 and 4. 


Glasco AC Wins 
Yankee Contest 


(Yankee Division) 
W 
Anton’s Restaurant 
t 
Community Billiard Cen. 1 
Ferroxcube Corp. 
1 
Paul’s Shell 
I 
South Side Men’s Club 
1 
Glasco A.C. 
1 
Michael’s Barber Shop 
1 
Glasco Athletic Club, trail­ 
ing behind their championship 
pace of the past few years 
knocked off Community Bil­ 
liard Center, 7 to 3. in the 
Yankee Division of the Sauger- 
ties Softball League. 
The Glasco win created 
league standing in which every 
team has lost at least once 
Only lVa games separate the 
first and last place tfcems in 
the seven-team circuit. 
Chops Lindsay and Bill FIs- 
caletti 
checked 
the 
Billiard 
Center on seven hits. Barry 
Lindsay oollected a pair with a 
homer and single. 
The highlight of the game 
came in the fifth inning when 
the 
Center’s 
Barry 
Lindsay 
faced the Glasco chucker — his 
father, Chops Lindsay. The non 
belted his father’s pitch over 
the 
left 
field 
fence 
for 
dramatic home rum The father 
greeted the son at home plate 
for the traditional handshake 
It was only the second homer 
in nine games against Yankee 
Division pitching. 
The score: 
Commaalty ( » 
Glaaca A.C. (7) 
ab r h 
ab r h 
3 0 0 Sacreto, cf 
3 1 1 
3 0 1 Rioazi, 2b 
3 0 0 
3 0 0 Lashar, 3b 
3 2 2 
3 0 1 Marelli, lb 
1 2 0 
2 0 0 Robert!, c 
3 0 0 
1 0 0 DePasq'*, sf-rf 3 0 1 
3 1 1 Marino, is 
3 0 0 
3 1 1 Strides. If 
3 1 2 
3 1 2 Hillie, rf-sf 
2 0 0 
1 0 0 Lasher, rf 
1 1 1 
2 0 1 C. Lindsay, p 2 0 1 
1 0 0 Fiscaietti, p 
1 0 
0 
10 0 


Crum, if 
Salinovich, ts 
Serravallo, c 
Whitaker, cf 
May. rf 
Konopka, rf 
Robinston, 3b 
Freligh, p 
B. Llnsay, lb 
Kerbert, sf 
Bonack. sf 
Tyler, 2b 
Gillespie, 2b 


Ex pert 
Brake Adlustment 


Brake Safer 
and Smo o th er 


$ 119 
I Any U S 
■ h piuspaiL aula 
plus parta 


Remove front A Tear wheels, 
adjust brakes, repack front 
w heel bearings, inspect 
grease seals, add fluid, test. 


{!>) 
FREE AUTO 
SAFETY CHECK 


J U S T C A L L F O R A P P O I N T M E N T , . . N O O B L I G A T I O N ! 


SPECIAL OFFER! 


Battery Ch eck'n Ch arge 


Aar V.l. tar er track P | ) | i p 
(•pHVslii) 
F R E E 


We clean & inspect battery, 
clean cables ft hold down, 
add water, recharge to max* 
imum capacity, test; 


Fro nt-End Alignment 


■cutaii, I? .,# $c k 
Moweely... 
U 
& 7S 


We i n s p e c t front-eni # 
springs, shocks ft steering as ­ 
sembly; align front-end; cor-, 
rect camber, caster, toe-in. 
EASY - ON ALL SERVICE 
T C m i J I O 
WORK-TAKE UP TO 
TtnmS 12 MONTHS TO P AY 


Totals 
26 I 7 Totals 
Billiard Center 
....................... 
010 010 
1—3 
Glasco A. C. ......................... 
311 011 
z—7 
E—Billiard Ctr. 5. 2B—Lasher. SB—Rob­ 
inson 
HR—B. Lindsay. BB—Fiscaietti 1, 
Freligh 
3. 
SO—Linsay 7, 
Fiscaietti 
2, 
Freligh 
3. 
WP—C. 
Linsay 
(1-0). 
LP— 
Freligh (0-1). U—Bob Reynolds, Bob Gil­ 
more. 


Go o dy ear Guide 
To State Parks 


Vo lume I 
New England ft New Yo rk 
$ ]95 


Give* detailed information 
on State P arki, 
National 
Park*, historic site*, forests 
ft beaches - fees, rules ft 
regulations. 


good/V ear 
SERVICE STORE 


11a No. Front St. Kingston 


Free Parking —- Phono FE 8-7035 


U lste rs L argest and 


Best E q u ip p ed 
BODY SHOP 


BODY REPAIR • PAINTING - FRAMES - TOWING 


F ree E stim ates — Q uick Serv ice — All W o rk G uaranteed 


A uto , T ru ck and B o at U ph o lstery 
Co v ers— C o nv ertible T o ps— T arp au liiis 
Inside Trim — Track Setts and Springs 


Fo reign Car Repair 
I New! “Painted-On 
A Speciality 
| 
Viny l Car To pi 


RENTAL CARS 
ONLY $3.9 5 DAILY 
WHILE YOUR CAR 
IS IN OUR SHOP. 


JACK'S BODY SHOP INC. 


(Open Saturday Mornings for Estimates Only) 
48 2 ALBANY AVE., KINGSTON—Acro u fro m Grand Unio n—Pko ne FE 1-7227 


94 HOUR TOWING SERVICE - NIGHT PHONE CH 6-4481 
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On II. S. Economy 
Ma ny Ha ve Tha t 
I ncerta in Feeling 


B y JOHN d N N irr 
AP BimlnrM Analvat 
NEW YORK (AP) — A fading 


Inflation 
- 
A 
blf defied 
oouSd be inf^Mrtnrwury, producing 
the obk%*ic *itUA tion of too marry 
doll Ant rthfwatetg too faw goods 
of caution and urvertatotv i*v WiUi 
domor*! 
exrpf» « fing 
the 
derides the AmonoAn economy ecoontnv’s abUkv to f'Xmlv, rri- 
tod« v No mutter whM to wdd °« /night rise r f ^ v . Clothing, 
offieinlv. kt i« there as it sel­ 
dom ha* been in the I960*, 
It I* rmovoked in nart bv *hr*> 
worn forecasts out of Washing­ 
ton 
Detroit 
and New York 
at out an imminent unburn in the 
economy. It to maintained bv 
ootlmi*tir drhe* so 
a* odd* 
uhth the fact* an to lack crrdkW- 
to v . 
For month* the nation has 
been fed an official diet of good 
oheer. Now M ia susubrtou*. 
Will 
our high and mighty economy 
riac to still another neak? Or 
will it *bn into 
a volley? Or 
even stav on the niateau? 
The 
consumer. 
he sit Ant 
to 
commit htmaeif 
save* more 
money than he used to: that ia. 
6.5 per cent of hi* take-home 
nav. He ia reluctant to take on 
more credit. And so retail *aie*. 
automobiles included, are slug­ 
gish. 
The producer is showing con­ 
tradictory 
behavior, 
hoarding 
credit in some instance* but not 
using 
it; 
cautiously 
cutting 
nroduorton in some instances 
while hie competitor, interpret­ 
ing the sign* differently, ex­ 
pands. 
The Vietnam war ha* been 
the chief economic troublemak­ 
er. but cortaiinlv not the onlv 
one 
Others that produce the cau­ 
tion and uncertainty include: 
The Budget Deficit The ad- 
rnmhstratinn originally said it 
would be $8.1 billion Later this 
was advanred to $11 bBMon 
Oomiderahle skepticism arose 
and now some critic* estimate 
the potential deficit at $30 bil 
lion twice the previous record. 
Much of this results from Viet 
ram 's costs. 
Taxee—This ia one of the ad­ 
ministration's 
solutions bo the 
problem. If taxes are raised the 
deficit might be lessened. But, 
what if taxes denreas business 
so that revenue is les* than ex 
oected? Present indications are 
that 
the 
administration 
wiH 
nreas for a 6 per cent surtax on 
personal 
and 
corporate 
in­ 
comes. Some analy st* feet M 
will be larger. 


Financial and 
Commercial 


To d a y 
In Histo ry 


Bv THE ASSOCIATED PRES! 
Tadav ia Tuesday . June 6. the 
157th dav of 1967. There are 208 
day s left in the veer. 
Today’s highlight in hiatory: 
On this date in 1944. Allied 
forces landed on the Normandy 
beaches of France. It waa D- 
Dav of World War II. 
On this date: 
In 1755. the American soldier 
and patriot. Nathan Hale, waa 
born. 
In 1799. another American pa­ 
triot. Patrick Henrv. died. 
In 1871. Alsace waa annexed 
to Germanv after the French 
defeat in the Franco • Prussian 
War. 
In 1934. Congress established 
the Securities and Exchange 
Commission to watch over stock 
trading. 
In 1942. the U.S. aircraft car­ 
rier York town was sunk in the 
Battle of Mkfcvav. 
In 1945 U.S. troops captured 
Naha airfield on Okinawa. 
Ten years ago -Nations of the 
Baghdad Pact agreed to set up 
a joint military planning staff, 
with U.S. participation. 
Five years ago «— President 
John F. Kennedy told visiting 
President Makarios of Cyprus 
the United States is interested 
in the development program of 
the island. 
One y ear ago—the Gemini 9 
astronauts steered their space­ 
craft to a safe splash-down in 
the Atlantic after caroling the 
earth 44 times. 


medical service*, gasoline and 
home furnishings already have 
risen. And. since wholesale food 
nrrioea are now heading upward, 
consumer price* might also. 
Money Cbsto Monev can be 
‘oflated too. If the demand is 
high, as H ia today, the price of 
borrowing it could riae. If the 
aunplv is low the rise might be 
very sharp, a danger twit some 
analyst* 
see 
developing. 
Al­ 
ready some long-term borrow 
tog costs are headed toward last 
year’s 40-year high 
Govern­ 
ment borrowing would add to 
this proble m 
Balance of Payments When­ 
ever more American monev ia 
spent abroad than is aoent here 
it nut* potential pressure on the 
U.S. 
dollar, 
In 
International 
transactions, dollar* may be 
redeemed to gold. The amount 
of dollars abroad now far ex­ 
ceeds our *h kilty to convert 
them. We don’t have the gold 
and so we have a serious prob­ 
lem that defies solution 
Housing -This 
ts perhaps the 
chief victim of high-cost bor­ 
rowing and toe urvivaHabUBv of 
hinds. There la an artificial Hd. 
a legal Wmlt. to top chat of most 
mortgage 
money . 
Therefore, 
when interest rates sky rocket 
monev ia attracted elsewhere. 
Housing starts dropped to a 20- 
vear low of 8 48 .000 units last 
vear when monev was tight. 
Rates aince have dropped. But 
there Is fear that thev’U rise 
again. 
Say s Radio, TV 
Fail to Match 
Paper Coverage 


NEW YORK (AP) - The 
president of toe American So­ 
ciety of Newspaper Editor* any * 
radio and television are not up 
to newspapen for local news 
coverage. 
Let no one 
ever be conned 
into behevmg that local cover­ 
age wnrth a damn has ever 
been made, followed, interpret­ 
ed, explored, reported or inves­ 
tigated by radio and television," 
said Michael J. Ogden, who is 
executive editor of the Provi­ 
dence Journal and Bulletin, in 
the ninth annual Pulitzer Memo­ 
rial Lecture at Columbia Uni­ 
versity 's Graduate 
School of 
Joumstiiam. 
tg toe 1867 graduat­ 
ing claas on Monday , Ogden 
said that new* they might con­ 
sider routine la part of the mak­ 
ing of a newspaper—“ a report 
ito depth and a reflection on tto 
whole city , state and world 
around us." 


97 ,500 Fine F ie ri 
PRR on Pollution 
BUFFALO. N.Y. (A P )- I V 
Pennsy lvania Railroad faces a 
noasftle fine of $7,500 when k Is 
sentenced Aug. 7 an Its admis­ 
sion tost k polluted toe Buffalo 
River with oil. 
The railroad pleaded guilty 
Monday in U.S District Court to 
three counts 
five - count 
indictment. Judge* John O. Hen­ 
derson agreed to the August 
sentencing date when the defen­ 
dant asked for time to try to 
correct the situation. 


Choked on To 
toy 
(AP) 
Eight-month-old 
Luke 
Harris 
choked to death today when he 
swallowed a plastic toy , police 


He waa the eon of Mrs. WBbe 
Harris. 
The family lives at 1210 Mich­ 
igan Ave. 
M A N LIU S 
SUM M ER S C H O O L - C A M P 
One of tha nation's finest boy s' college preparatory 
schools offars a four-fold program of summer study . 
High standards of instruction In small classes taught 
by expariencad masters. Recreation program includes 
special instruction in water-skiing, acuba and akindiving, 
golf and tennis. 
FOR BOYS... 
■ Who need make-up work In one or two eufi|ects. 
■ Who need self-improvement In study habits, Knglish 
grammar, mathematics or developmental reading. A 
new corrective reeding program la offered for those 
with serious reading problem . 
■ Who wish advanced study in mathematics, science, 
history , language or English. 
■ Who with to take courses not oasHy scheduled In their 
regular program: driver education, ty ping, business 
law or arithmetic, new foreign language. 
July 3 - Aug. 16. Day and Boarding. Write tor information. 
M ajor H erbert O. C antrell. The X aatlaa Sckeet, 
M anila*. IS, New Yerk 


Come One! Come All! 


to tha 
GUEST NIGHT 


Sponsored by the S.P.E.B.S.Q.S-A. 


(Society for the preservation and encouragement of 
Barbershop Quartet Singing la America) 


when: Wed., dune 7,19 67 


time: 8 to 10 p. m. 


where: Oov. Clinton Hotel 
(Cry stal Boom) 


far aa evening of 
FREE ENTERTAINMENT 


NEW YORK (AP) — The 
Murk market rebounded sharply 
in heavy trading early Tuesday 
from the steep atide of Monday 
on news of toe Israeli-Arab hos­ 
tilities. 
Glamor sbxtaq snapped bark 
several poterta. 
Gainer* outnumbered losers 
by about tix to one aa most ma­ 
jor groups recoverrd vignrouaiy 
from the emotinnni selling of 
Monday . 
In the first half hour the Dow 
Jane* tnduatrsaJ average won 
back 10 points of the 15 it lost 
Monday . 
The ticker tape waa several 
ntinutea kite aa buy ers rushed 
bark into the market. 
Teledjme Jumped 7 poor**, 
Xerox about 
6, Control Date, 
Texaa Gulf Sulphur and Fate- 
ohdd Camera about 4 each. 
Gains of 2 or more {xtinto 
were made by SCM, Gulf k 
Western, 
General 
Instrument, 
Seaboard World Airlines. New 
York Ortrai, Generali Dy nam­ 
ics. United Aircraft, Eastman 
Kodak and Du Pont. 
Even 
the 
international 
oil 
stocks rallied. Gulf oil was heav­ 
ily traded and up nearly 3 
despite the crieas to toe Middle 
East. 
Roy al 
Dutch, 
Jersey 
Standard 
and 
Texaco 
made 
fractional gains. 
Quotations by Wood, Walker 
A Company , members of the 
New York Stock Exchange, 62 
Wall Street, New York City ; 
branch office, 52 Main Street, 
Lowell S. Brooks, manager. 
QUOTATIONS AT 
11 O'CLOCK 
American Air Lines . . . . 84 
American Can Co 
67% 
American Motors 
. . . . . . . 
12% 
American Radiator 
22% 
Ameri. Smelt. A Ref. Co. 65 
American Tel. A Tel. . . . 66% 
American Tobacco 
8216 
Anaconda Copper 
98 % 
Atchison Top. A St. F e.. 
28% 
Avco Manufacturing . . . . 
48% 
Avon Product* 
................ 102 
Beckman Instruments .. 
69% 
Bendix Aviation .............. 
43% 
Bethlehem S te e l.............. 
33% 
Boeing Aircraft ................ 96% 
Borden Co 
............ 
84% 
Burlington Industries . . . 36% 
Burroughs Corp ................... 123% 
Case, J, I. Co, . . . . . . . . . . 
17% 
Celanese Corp. . . . . . . . . . 
68% 
Cen. Hudson G. A E. . . . 
30% 
Chesapeake A Ohio R.R. 66% 
Chry sler Corp................... 
40% 
Columbia Gag Sy stem . .. 
27 
Commercial Solvents . . . 
28% 
Consolidated Edison 
. . . . 
34% 
Continental O il ................ 
69 
Continental C a n .............. 
63% 
Control Data 
................. 92% 
Curtis Wright Corp 
23% 
Delaware A Hudson . . . . 
Walt Disney Products ..• 92 
Dupont De Nemours . . . 166 
Eastern Air U n e s 
100% 
Eastman Kodak 
136% 
Electra ......................... 
68 % 
Ford Motors 
.................... 
60% 
General Aniline 
21% 
General Dy namic* .••« .. 66% 
General Electric.............. 
86% 
General Fooda .................. 
72% 
General M otors ................ 
79% 
General Tire A Rubber .. 
80 
Goody ear Tire A Rubber 41% 
Hercules Pow der 
46% 
Int. But. Mad)..................... 471 
International Harvester . 
37% 
International Nickel . .. 
Internationa] Paper . . . . 
International Tel. A Tel. 
Johna Manville A Co. ... 
Jones A Laughlin Steel.. 
Kennecott Copper 
.......... 
Liggett My ers Tobacco .. 
Lockheed Aircraft . . . . . . 


Four-State Area 
Blaeked Out in 
Power Failure 


NEWARK. N.J. (AP)-Powei 
flowed normally today through 
toe four-state 
area hit bv Mon­ 
day's maevive failure but resi­ 
dents were fared with the dim 
nrospect that a long hot sum­ 
mer could increase chances for 
a recurrence of the blackout. 
Chairman Lee White of the 
Federal Power CornmieMon said 
Monday that the area Including 
New Jersey and Delaware and 
oarts of Pennsylvania and Ma­ 
ryland “must be exceedingly 
cautious this summer." 
The reserve capacity of the 
affected region. White said. Is 
"not all that it should be." He 
added the blackout might have 
teen averted had two power 
nlants now under construction 
been in operation. 
White declined to oredict the 
ooasabilitv of 
another occur- 
rance saying at one point he did 
not know “how rough the sum­ 
mer was going to be"—an allu­ 
sion to the use of ate condition­ 
ers which draw heaw current 
loads. 
He said he would rather not 
speculate on a suggestion the 
failure might have been caused 
by manv of the 13 million oeoole 
in the area turning on their air 
conditioners all at once. But he 
said that could be a olausible 
hypothesis. 
The blackout caused incalcu­ 
lable losees and profits to busi­ 
nesses and industries. Hundreds 
of thousand* of workers were 
given ihe day off with nav while 
others were called to to work 
overtime. 
Restaurant* and taverns, al­ 
though they were without lights 
and 
ate 
conditioners, 
did 
a 
booming business with the thou­ 
sands of workers turned out into 
the hot noonday sun by closing 
offices. 


the 
in 


93% 
29% 
89 
61% 
64% 
41% 
71 
66% 
Mack Trucks.................... 
67% 
McDonald Aircraft ........ 
41% 
Montgomery Ward A Go. 23% 
Oil Co. .................. 
41% 
Montgi 
Mobil 
••••••• 
National Biscuit 
National Dairy Product* 
New York Centra l .......... 
Niagara Mohawk Power. 
Northern Pacific ............ 
Pan-Am. World Airlines. 
J. C. Penny A Co............. 
Pennsy lvania R.R. Co. .. 
Phelps Dodge 
. . . . . . . . . . 
Phillips Petroleum 


46 
34% 
77% 
21% 
66% 
32% 
62% 
64% 
68% 
59 
Pullman Co........................ 
47% 


•••eeoeeo 
60% 
44% 
61 
37% 
63% 


Radio Corp. of America 
Republic Steel 
Revlon, Inc ............... 
Rey nolds Tobacco B 
Sears, Roebuck Co. 
Sinclair Oil ...................... 
70% 
Southern Pacific ............ 
8 1% 
Southern R a ilw a y .......... 
Sperry -Rand Corp............ 
Standard Brands ............ 
Standard Oil of N J ......... 
Standard Oil of Indiana.. 
Stewart Warner ............ 
Studebaker Packard . . . . 


48 % 
88 
8 6% 
60% 
63% 
29% 
60% 


Wo o d sto ck 
Controlled Fire 
Staged Sunday 
At Shultis Site 
A controlled 
fire on 
Lasher 
Shultis 
property 
Wittenburg 
Sunday 
morning 
found all four of the companies 
comprising the Woodstock Fire 
Department in action. 
Under the leadership of Fire 
Chief Duncan Wilson and Dep­ 
uty Fire Chief Peter Koehn, 
the unused 12 foot long saw­ 
mill belonging to Lester Shultis 
was "touched off’ and burned 
to the ground, with the fire­ 
men standing by to control the 
fire 
The captains of all four com­ 
panies, from Woodstock village, 
Wittenburg, 
Lake 
Hill, 
and 
Zena were in charge of their 
own 
firemen. Fire 
pumpers 
from Woodstock village and 
Wittenburg were pumping wa- 
tetr from a pond along side of 
the old sawmill. 
According to Chief Wilson, 
three 2% inch hose lines, two 
1% Inch lines, and a deluge 
R 
un were used to quell the 
ames when they roared too 
high. A fog nozzle on the deluge 
gun was used to protect the 
firemen from excessive heat. 
Following the drill the Les­ 
ter Shultis family served a 
luncheon to the firemen. 
Water poured into the fire 
to control it ran back into the 
pond from which it was being 
pumped—"allowing us to use 
the water over again” said one 
fireman. Flames and smoke 
soared skyward, but most of 
the oommunity had been ad­ 
vised of the drill, with many 
spectators on hand to watch 
the proceedings. 


To Protest Shot 
TOKYO (AP) — The Japa­ 
nese 
Foreign 
Ministry 
ex­ 
pressed regret today over the 
detonation of the first to a new 
series of French nuclear testis at 
Mururoa Atoll, in the Southeast 
Pacific. 
The French Defense Ministry 
had announced that a device erf 
"small power" was exploded 
Monday. Hie tests are steps 
toward France’s first hydrogen 
bomb, expected to be tesed to 
1068. 
Kinya Niaseki, press chief far 
toe Foreign Ministry, told news­ 
men the Japanese government 
planned to lodge a formal pro­ 
test shortly with the French 
government. Japan is opposed 
to nuclear testing by any coun­ 
try. 


Questions, 
Answers on 
Federal Tax 


This column of auestiona and 
answer* on federal tax matters 
is orovided tv the local office of 
the U.S. Internal Revenue Ser­ 
vice and is nubhshed os a nub- 
kic service to taxpayers. The 
column answers auestiona most 
freouentiv asked bv taxpayers. 
Q.—I own a small business 
and had to file several tax re­ 
turns. I Just got a refund check 
and I’m not sure what it’s for. 
How can I find out? 
A.—This year refund checks 
are identified bv class and De- 
Hod of tax. For example, re­ 
funds on individual income tax 
are Identified 
as TAX 
REF 
while corporation income tax 
refunds are identified a* CORP 
REF. This identification appears 
at the right of the check Just 
under the amount. Employment 
and excise taxes are also iden­ 
tified. 
The period covered bv the 
check, either a vear or auarter 
is shown at the left of the check 
under the date the check was 
issued. 
A close examination of vour 
check, 
therefore, 
will 
show 
which tax it covers and the 
period involved. 
Q.—I am planning to set up 
a neighborhood service business 
during school vacation this sum­ 
mer. I will mow lawns, wash 
windows, etc. Will I be taxed 
on what I make? 
A.—You will have to file an 
<ncome tax return if vour earn­ 
ings are $600 or more far the 
vear. You also may be liable 
for self-employment tax if vour 
net earnings from the Jobs you 
do are $400 or more. 
Keep a record of what you 
are paid and your expenses for 
equipment, 
supplies 
and 
so 
forth. 
This will help you de­ 
termine whether you earned 
enough from this and other 
sources to be required to pay 
taxes. 
Q—Whenever there’s 
a big 
daily double payoff at the track 
you read stories in the paper 
about the IRS wanting the win­ 
ner’s Social Security number. 
Could you explain this to me? 
A — Biformation 
requested 
from winners at the race track 
is the same as that asked far 
by payers of dividends and in­ 
terest. The winner is required 
to properly identify himself so 
thait the track can file an infor­ 
mation 
return 
showing 
the 
amount paid and the name and 
the Social Security number of 
the taxpayer. This information 
can then be compared with 
what the taxpayer reports on 
his return. 
Q—In a divorce, does it make 
any difference whether pay­ 
ments a man makes to his for­ 
mer wife are considered ali­ 
mony or child support? 
A—Yes it does from a tax 
standpoint. 
If the payments 
uaMfy as alimony they will be 
eductible to the payer and 
taxable to the recipent. If the 
payments are considered child 
support, they will not be de­ 
ductible by the payer and will 
not be counted as taxable in­ 
come to has farmer wife. How­ 
ever, they will count as support 
’ claim 


State Denies 
Reduced Speed 
On Sawkill Road 


There we* a moderate turn­ 
out at the regular monthly 
meeting of the Town of Kings­ 
town board Monday night 
Supervisor Douglas V. Dye 
received a number of com­ 
plaint* on dusty condition of 
town highways and the town 
superintendent wes authorized 
to bake steps to correct the 
situation. 
The State 
Department of 
Traffic Control sent a com­ 
munication denying the request 
for a reduced speed limit on 
Sawkill Road. 
Notice was 
received 
from 
the State Equalisation Board 
that 
the town’s equalization 
rate had been increased one 
point over last year, giving the 
town a rate of 20. 
Councilman 
Donald 
Patton 
was complimented by the town 
board and the residents of 
town for the Memorial 
services. 
Supervisor 
Dye 
announced 
that Grievance Day would be 
held June 20 and he reminded 
residents of the town of the 
importance of Permanent Per­ 
sonal 
Registration 
and 
sug­ 
gested registration at the Board 
of Elections office to the Coun­ 
ty Office Building prior to 
Sept. 1. 


SUCCESSFUL 
IN VESTIN G .... 
b y ROGER E. SPEAR 


lav« *t» cat llrlHf I In lfit 
S o me Un certa in ties 
In S p a ce-Ag e S to ck 


the 
Day 


in determining who may 
the children as dependents 
Q—Both of my kids need 
dental work this year and I’m 
sure the expense will put my 
deductions 
way above what 
they were last year. Consider 
tog these expenses, can I have 
my withholding reduced? 
A—If 
you 
have increased 
your withholding in the past by 
not claiming all of the exemp­ 
tions to which you’re entitled 
or 
by 
having 
additional 
amounts withheld, you can re­ 
duce your withholding to the 
legal minimum. 
File another 
Form W-4 with your employer 
claiming all of your exemptions 
and dropping any additional 
amounts that had been with­ 
held. 
You also may apply for ad­ 
ditional withholding allowances 
based only on the amount of 
your Itemized deductions last 
year and your estimate that 
they will be at least that much 
this year. 


Owners Oppose 
Napanoch Area 
Water District 
A 
summary 
of 
estimated 
cost for a water and sewerage 
system, for Napanoch, Town of 
Wawarstog, wag given out by 
the Town Board to more than 
100 people who attended the 
third informal hearing at the 
Fireball last Friday. 
At 
the 
beginning 
of 
the 
meeting, Ronald Murphy, Nap­ 
anoch, presented to George M. 
Rarthel, town supervisor, and 
the board a petition with 
90 
signatures from 83 homes of 
144 residences from a newly 
established Section 
E. water 
district 
who 
are 
against 
a 
system. 
Joseph Friedman, town at 
tomey, said that unless 51 per 
cent of resident owners signed 
petition that they want 
a 
water and sewage 
system, 
it 
oould not be put to. "If such 
majority r~x>perty owners ap­ 
prove the system, then there 
must be a bond issue. It must 
also be approved by the State 
of New York Audit and Con­ 
trol Department and must also 
be accepted by the Conserva 
fcfcm Department. Only then do 
we get Federal Government 
add,” he said. 
After Petition E waa pre­ 
sented, opinions were heard at 
the fireball that ranged from 
stray dogs to some of the resi­ 
dents having to pay less far the 
water sy stem and others pay 
tog more. 
The town engineer said that 
the water would be metered 
and that each family would 
nay according to their use of 
the system. He estimated that 
it would take six months to do 
the Job. 
Freidman said for the actual 
breaking of the ground and the 
waiting for the approved* it 
would be ait least a year and! 
a half. 
He commented that bound­ 
aries would have to be set up 
and that Napanoch had no 
legal boundaries. 


Q) "What art y our feeling* 
■bout North American Avia­ 
tion, which an elderly friend of 
mine has inherited? 
It now 
tells down in price and this 
itockholder is concerned. 
She 
cannot afford to take risk, be­ 
cause of her sge.” 
C.S. 
A) You are a thoughtful man 
to be concerned about the af­ 
fairs of y our friend. 
North 
American Aviation’s business is 
largely in space and electronics 
work for the U. S. Government. 
It is the prime contractor for 
the Apollo program, which has 
now passed its peak and is ex­ 
pected to provide lower earn­ 
ings in the future. The recent 
investigation of the safety fea­ 
tures of the Apollo spacecraft 
rather impaired the company 's 
image ana the stock has been 
turning in a lackluster per­ 
formance. 
A proposed merger 
with Rockwell-Standard might 
itrengthen 
management, 
but 
the effect on earnings cannot 
be evaluated at this time. 
I believe the price of’ the 
shares ia supported by the six 
per cent y ield, but I feel there 
are too many uncertainties in 
this situatiron for y our alder- 


Today in 
Washington 


By THE ASSOCIATED PRESS 
2,457,000 Jobless 
WASHINGTON (AP) — 1%e 
Labor Department reporta 3,457,- pre« **ted to 
the 
Board 
of 


Texaco Inc......................... 
71% 
Timken Roller Bearing • 
39% 
Union Pa cific .................... 
40% 
United Aircraft ............... 100% 
United States Rubber 
United States S te e l........ 
Western U nion ................ 
Westinghouse E’^c. Mfg. 
Woolwortli, F. W. A Co. 
Youngstown Sht. A Tube 
UNLISTED STOCKS 
Bid 
American Express 
125 
Berkshire Gas . . . . 
20’,' 
Cen. Hud. 4% Pfd.. 
77 
Cen. Hud. 4% Pfd.. 
79 
Rotron 
. . . . . . . . . . . 
2t>^4 
Beauty Counselor* 
16 
Varifab Inc 
1% 


39% 
44 
36% 
61% 
22% 
S0J* 


Ask 
127 
2 1% 


27% 
*6% 
2% 


J 


Treasury Receipts 
WASHINGTON (AP) — The 
cash position 
of the Treasury 
June 1, 1967: 
Balance 
$5,103,768 ,710.59 
Deposits fiscal 
y ear July 1 $343,136,965,318 .90 
Withdrawal® fis­ 
cal y ear 
$163,222,136,777.73 
Tonal <ki* 
399,274,937.34 


Red General Dies 
MOSCOW (AP) - The chief 
of the Soviet Academy of Ar­ 
mored Troops, God. Gen. Pyotr 
Markov, is dead at the age of 
63, a Soviet defense ministry 
publication said today. 
The story did not specify the 
cause of death but hinted that it 
may have been a heart attack. 


000 Americans were out of work 
May , representing a 3.8 un­ 
employment rate, the highest to 
seven months. 
The Jobless rate increased 
onetewth of one per cent over state Commissioner of A gricul­ 
ture April figure but Commis­ 
sioner Arthur M. Ross of the 
Bureau of Labor Statistics nod 
the hike was not significant. 
Wet spring weather waa a fac­ 
tor to putting construction Jobs 
100,000 below normal and it also 
affected 
agricultural 
employ- cedved 
numerous 
complaints 
ment. 
Manufacturing employ- [rorri. oiti^en8 * jegardjbo dogs 
ment was down 29, 000. 


pie out of 
_____ 
. 
200,000 but the dedtoe to the Sheep and Wool Growers As 
labor force and adjustment fa r» da tion of Ubter County and 
seasonal factor* accounted for niany sportsmen and their or- 
the higher unemploy ment rate, 
the Labor Department mid. 
Sea Bottom Map 
WASHINGTON (AP) — The 
Environmental Science Services 
Administration announced today 
the pubhoatoon of 
a detailed 
map of the sea bottom off the 
.Supervisor Ma jes tic will seek 
action to Ulster County . 


Mull Lottery Split 
ALBANY. N.Y. (AP) — Local 
governments should learn with­ 
in a week how much compensa­ 
tion they wHl receive far setting 
state lottery tickets. 
Joseoh H. Murohv. state tax 
commissioner, ottered the dead­ 
line at the conclusion of a light 
ly attended public hearing Mon­ 
day catted to helro determine 
how much local governments 
should get for selling the $1 lot 
terv tickets. 
The commission to banks, ho­ 
tels and motels—now selling the 
tickets—is five cents per ticket. 
Mrs. Beveriv J. Delehantv 
spokesman for the village of 
VoorheeswHle. told Murohv at 
the 
hearing that the village 
would need a commission of 8% 
cents a ticket. 
Chester Jacobs. Suffolk Coun­ 
ty treasurer, said to a telegram 
that he betoeved a "modest’ 
commission would be proper but 
was not prepared to recommend 
an exact figure. 
THEY’LL DO IT EVERY TIME 
R*|utere d U. S. Patent Office 
By JIMMV HATL0 


R e m e m b e r whew 
SCHOOL CAFETERIAS 
WERE NEW- AND 
IT WAS A STATUS 
SYMBOL TO BE 


ly friend. I advise her to trans­ 
fer her capital to a savings ac­ 
count where It will be secure 
from market risk. 
Q) "My wife and I are 64 
and 65 respectively . 
We are 
retired on Social Security and 
have $30,000 cash assets. 
My 
health is not good. Would y ou 
advise $20,000 in an annuity to 
protect her after I’m 


A) I am sincerely aorry to <•*. 
hear of y our poor health. 
A 
Joint 
and 
survivor 
annuity 
would guarantee y ou both a 
monthly Income of over $100, 
and would be continued to y our 
wife for her lifetime, if she 
lurvives y ou. 
This a better 
return than can be derived 
from any other completely safe 
form of investment, and I do 
advise it in y our circumstances. 
I would keep $5,000 In savings 
and put $5,000 into Interna­ 
tional Harvester, y ielding a 
relatively safe 5.5 per cent and 
affering arxne long-term infla­ 
tion protection. 
Mr. Spear cannot answer all 
mail personally but will answer 
all question* possible In his col­ 
umn. 
(Copr. T-M. 1967 O n. Fea. 
___________ 
Corp) ___________ 
Dog Curfew 
Majestic Aim 


A curfew for dogs- to Ulster 
County between sunset and one 
hour after 
sunrise 
will 
be 
sought under a resolution to be 


Supervisors Thursday night by 
Supervisor 
George 
Majestic, 
Gardiner Democrat. 
The duration of the curfew 
would be from the time 
the 


ture and Markets makes the 
order and 
March 
31, 
1969. 
Dogs would have to be secured 
during the night hours. 
In his 
resolution Majestic 
notes that the board has 
re- 


________ 
______ 
running loose. Karl 
Ktpphan, 
Actually, the number of peo Shawangunk, 
has 
requested 
work dropped about control of dogs on behalf of the 
the 
decline to the Sheep and Wo 


^anizations have requested ac­ 
tion on central of loose dogs 
which are responsible for de­ 
struction of much game. 
Noting 
that 
already 
23 
counties 
to 
the 
state have 
taken advantage of Section 115 
of the Agriculture and Markets 
night 
quarantine 
of 
dogs.” 


California coast, midway be­ 
tween Los Angeles and San 
Francisco. 
The bathy metric map will aid 
in the exploration and develop­ 
ment of the potentially vast 
ocean resources, such as off­ 
shore oil and mteierais . The map 
covers 
about 
30,000 
square 
mile®, extending seaward as far 
as 75 nautical miles, from Gape 
Sa<n Martin to the north to east 
of Point Conception and Santa 
Rosa Island in the south. 
Capital Footnote* 
By THE ASSOCIATED PRESS 
Robert H. D. BaAdwto will re­ 
sign as undersecretary o t the 
Navy July 31 and will be suc­ 
ceeded by Charles F. Bated, 
who currently serves as assist­ 
ant secretary far financial man­ 
agement 
The Supreme Court will com­ 
plete Its current term next Mon­ 
day and plans to begin Its next 
teem Oct 2. 
Dr. Wetmher von Braun, the 
rocket 
expert, 
receives 
the 
Smithsonian Institution’s Lan­ 
gley Medal today far his vision 
in application of rocket power to 
the space program. 
Airlines which want to re­ 
serve delivery position for the 
supersonic transport will have 
to pay the Boeing Co. $750,000 
by next March 31, Boeing and 
the Federal Aviation Agency 
announced. The money wifU help 
finance development of the 1,- 
8 00-mile-per-hour transport. 


Woodstock Break-in 
A summer bungalow owned 
by Amber Wettereau on Lower 
By rdcliffe 
Road, 
Woodstock 
was broken into sometime with­ 
in the last two weeks, Kingston 
State Police reported today . 
A screen door of 
a closed-in 
porch was damaged but the 
ace was entered through the 
tchen 
window which 
was 
broken. 
Foodstuffs 
and 
household 
items were stolen. 
State Troopers Thomas J. 
Crowley and Senior BCI Inves­ 
tigator Michael Lisman were 
at the scene. 
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DIAL 
331-1100 
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Round- 
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The Cars are Coming! 
The Cars are Coming! 


to the 


A NTIQUE A UTO S HOW 


ULS TER S HOPPING PLA ZA 


ALBANY AVENUE EXTENSION, KINGSTON 


SATURDAY (AD Day) JUNE 10th 


SUNDAY (Fran Nona) JUNE Uth 


MUSIC BY THE ROGUES SATURDAY NOON 
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The winning car at Indy: 
Sheraton-Thompson Special 
Coyote Ford 
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— LAST 2 DAYS ~ 
2 OOLOR HITS! 
“A Fu nny Thing 
Happened on the wa; 
To the Foru m” 
— Also — 
“Boy Did I Get 
A Wrong Nu mb er” 
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Dear Heloie: 
Here’s a little hint to help 
in the kitchen. It saves clean­ 
ing 
another 
pot 
and 
might 
come in b andy when you are 
u sing ail fou r b u rners on you r 
stove and need one more . . . 
AU of my family loves rice 
except my hu sb and. 
So b efore cooking rice (not 
instant, b u t the kind you Sim­ 
mer 25 minu tes) I peel one po­ 
tato and cu t it in qu arters. 
Then, after I b ring the water 
to a b oil, I stir in the rice and 
pu t the potato, piece b y piece, 
gently in the water on top of 
the rice. 
Next—on goes the b id, the 
b u rner is tu rned on simmer, 
and b y the time my rice is 
done I also have a steamed po­ 
tato. 
And the rice comes ou t 
ab solu tely perfect. 
It’s never 
soggy b ecau se the potato takes 
u p the extra moistu re. 
Mrs. E. Sohopf 
• 
* 
• 
Well, Mrs. Schopf, you really 
hit the nail on the head. 
I 
tried 
it 
and 
it’s ab solu tely 
great. 
(I presu med that you 
ju st picked ou t you r potatoes 
with you r forceps b efore you 
stirred the rice and served it.) 
Another way to grab a fifth 
b u rned ou t of the air is to u se 
a dou b le b oiler. 
You can cook carrots (or any 
vegetab le) in the b ottom of a 
dou b le b oiler and du mp a can 
of peas, etc. in the top. 
And rememb er, folks, canned 
peas are NOT su pposed to b e 
cooked. 
Canned peas are only 


to b e HEATED. Nev- 
et ’em b oil. 
Hetaise 
• 
a 
• 
Dear Heloise: 
I’ve fou nd the b est way to 
keep down weeds in a rock 
garden is to pu t on MORE 
b roken rock—preferab ly ab ou t 
%” in diameter. 
This will allow good drain­ 
age and the minerals in the 
stones 
are 
valu ab le 
to 
the 
plants. 
I have a rock garden with 
several hu ndred plants and I 
don’t spend half an hou r a 
week weeding. 
L. Hochb eimer, American 
Rock Garden Society. 
• 
• 
• 
Letter of Lau ghter 
My dreams are getting b etter 
all the time—nothing to do 
b u t wait to see if they come 
tru e. 
Dc D. 
t e 
a 
Dear Heloise: 
Here is another wonderfu l 
idea for nylon net. 
If you have hanging flower 
b askets and have trou b le with 
the peat moss falling ou t, ju st 
take ou t the peat moss and the 
plant, line the inside of the 
b asket with nylon net, then re­ 
place the peat moss and plant. 
No more wasted peat moss 
or mess to clean u p. 
A Rea der 
• 
• 
• 
Dear Heloise: 
Here’s a b right idea for you r 
trips this coming su mmer. 


KIWAN1S GIFT TO LIBRARY—James 
Gilpatrick chairman of the Kingston Kiwanis 
Clu b Boys and Girls Committee, presents a 
$ 100 check to Mrs. Mab le Markle. children’s 
lib rarian at the Kingston Lib rary. The money 


Area Ev ents Scheduled 


Notices o f meeting s, sup p ers a nd 
other even ts to b e listed in th is co lu mn sh o u ld 
b e 
sent to the City Ed ito r, Kin g sto n Da ily Freema n a s fa r 
tn a d va n ce a s p o ssib le. 


will b e u sed to pu rchase a record player for 
children’s stories. Mrs. Mildred Bu ddingti^ 
lib rary assistant, was also present. (Freeman 
photo b y Wagenfohr.) 


When you pack, always pu t J in the su itcase is clean, 
a pillowcase in you r su itcase 
This has b een a great help to 
for soiled clothes. 
The soiled me. 
R. Scot. 
clothes go into the pillowcase 
• 
• 
• 
and right to the washing ma- Dear Heloise: 
chine when you get home. 
Before I 
b u tter my cake 
It makes u npacking a lot pans and other b aking dishes, 
easier knowing everything left f pu t them in the oven or over 


(he pilot light for a few min­ 
u tes. This warms u p the pans 
and makes it easier to spread 
b ard b u tter or margarine on 
them. 
Mrs. E. Holland 
Cb pyright, 1967, King Featu res 
Syndicate, Inc. 
A.J.Foyt wins "Indy ” 500 
on Goodyear Tires 
New speed record... no ti re change 
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Goodyear Speedway “Blu e 
Streak Spatial" went 500 
grinding miles withou t a 
change. 


Goodyear Speedway “Blu e 
Streak Special" went 500 
grinding miles withou t a 
change. 
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The winning driver at Indy: 
A.J.Foyt 


Goodyear Speedway “Blu e 
Streak Special” went 500 
grinding miles withou t a 
change. 


Goodyear Speedway “Blu e 
Streak Special” went 500 
grinding miles withou t a 
change. 
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A .J. Foyt rolled his Goodyear tires to victory at an average 
‘speed of 151.207 miles per hour. A new track record. 
Some people consider the Indianapolis 500 the toughest 
race in the world. For man. For his machine. And for his tires. 
It takes a lot of tire to take the “500’'...Goodyear’s 
“ Blue Streak Speedway Specials." 
Goodyear developed this ultra wide tread racing tire,This 
years triumph at Indy proves its success as A.J.Foyt sped 
all the way without a tire change. 


For your kind of driving, Goodyear introduces another 
winner: “Wide Boots." Goodyear's new Wide Tread tires 
for your car. With a tread almost one-third wider than the 
tread on most passenger car tires. 


Get “Wide Boots." They’re built a lot like racing tires. 
Low. Broad-shouldered. 


They start faster. Corner safer. Handle surer. Stop 
quicker. And they look great. 
‘Wide Boots” Look Ju st Great. 


Prictt Start at Only *3 5 ” 


D70 14 (6.95x14) Rad or White Strip* 
flu* 91.92 Fad. Cx. Tax and Old Tire. 


G O O D Y E A R 


M o re P eo p le Ride On 
Goodyear Tires Than Any Other Kind 


G O O D Y E A R SERVICE STORE 
115 N. FRONT STREET — FE 8 -703 5 — KINGSTON. N. 
Y. 
— FREE PARKING — 


Today 
6:30 p. m. — Sau gertie* Ro­ 
tary 
CJu b . 
Arrton’i. 
Barclay 
Heights, 
7:30 p. m. — Kingston Com­ 
mon Cou ncil. Cou ncil Chamb ers, 
City Hall. 
(rlenerie Bridge Ou b , 
Elks 
Clu b . 
Ulster Cou nty Art Association. 
First Federal savings and Loan 
Association. 235 Fair Street, 
8 o. m. -* Active Hose Com­ 
pany. RosendaJe. 
C o m pa n y 
Room*. 
Port 
Ewen Parent-Teachen 
Organization, Port Ewen School, 
discu ssion on commu nism in the 
schools. 
Sweet Adelines Choru s. Brig 
ham School. 
Bloomington Fire Company. 
Firehou ae. 
Lomorrtville 
Fine 
Company 
and Au xiliary, Firehou se. 
Town of Esopu s Legion Au x 
iliarv. Post Home. Port Ewen. 
Qu een Ulster Rcb ekah Lodge 
34. Odd Fellows Hall. Sau ger- 
ties. 
Marv and Martha FellowiShm. 
Grace Commu nity Chu rch. Lake 
Katrine. 
Stone Ridge Fire Department 
Firehou se. 
Gem Society. Clinton Avenu e 
Methodist Chu rch. 
Wednesday. Ju ne 7 
9:30 a. m.—Ru mmage 
sale 
Hellenic Women’s Ou b of St 
George Greek Orthodox Chu rch 
3V4 Main Street, u ntil 5:30. 
12 noon-Kingston Rotary Ckrb 
Gov. Clinton Hotel. 
2:30 
p. m.—Aimu f’ 
flower 
show, 
Sau gerties 
Society 
of 
Jttle Gardens, Siu gerties Re- 
ormed Chu rch 
Msdn Street. 
Sau gerties. to 8:30 p. m. 
6 p. m.—Bu siness. Profession­ 
al Clu b . YWCA. 209 Clinton Ave­ 
nu e. 
7 p. m.—Ulster Cou nty Squ ad­ 
ron. CAP. Reserve 
Kingston Composite Sq 
CAP. Kingston Armory. 
Midweek 
service 
of 
Bib le 
stu dy, 
prayer, 
Christian 
and 
Missionary Alliance Chu rch 
Benedictine Hospital Au xiliary 
annu al dinner. Williams Lake 
Hotel. 
7:30 p. m.—Kingston Lodge 
970. Loyal Order a t Moose offi­ 
cers, Moose Lodge. 
Evening service. First Chu rch 
of Christ. Scientist. 161 Fsir 
Street. 
Kingston Camera Ou b . Art* 
craft Gallery. 694 Broadway. 
8 p. m.—Kingston 
Chapter 
SPEBSQSA. 
Inc.. Elks Clu b . 
Fair Street. 
Rifton You th Parents Organ- 
b ation. firehou se. 
Esopu s Valley Bridge Clu b , 
Deanie’s. Woodstock. 
Sau gerties C o u n c i l 
4536. 
Kndghts of Colu mb u s. K of C 
Home. Barclay Heights. 
American Legion Post 1512. 
Marb letown Legion Hall. 
Aretas Lodge 172. IOOF, Odd 
Fellows Hall. 
Card party. Plattekiil Grange 
Hall. 
9 p. m.—Woodstock Alcohol­ 
ics Anonymou s. Overlook Meth­ 
odist Chu rch. 
Thu rsday, Ju ne 8 
9 « . m.—Ru mmage sale, St. 
Mary’s school b asement, 159 
Broadway. 


9:30 a. m. — Ru mmage sale, 
Hellenic Women’* Clu b of St. 
George 
Greek 
O r t h o d o x 
Chu rch, 3V4 Main Street, u ntil 
5:30. 
12 noon — Kingston Kiwania 
d u b , Gov. Clinton Hotel. 


Eaopu s 
Methodist 
Chu rch 
annu al fee and ru mmage sale, 
also hot lu iiches, u ntil 4. 
2 p m. — National Associa­ 
tion of Retired Civil Service 
Employes, YWCA, 209 Clinton 
Avenu e. 
Highland-New 
Hu dson 
12:15 p. m 
Paltx 
Rotary 
Clu 
Overlook, West Park. 
6:30 p. m. — Phoenicia Ro­ 
tary Clu b . Al’s Restau rant. 
6:45 p. m. — Rondou t Valley 
Lions Club, SRS Resort, Cot- 
tekill. 
7 p. m. — Atharacton Re- 
b ekah Lodge 357, Broadway 
and Brewster Street. 
7:45 p. m. — Wiltwyck Hose 
and 
Tru ck Co., 
Joy 
Street 
rooms. 
8 p. m. — Ulster Cou nty 
Board of Su pervisors, cou nty 
office b u ilding. 
Catholic Dau ghters of Amer­ 
ica, Cou rt Santa Maria, K of, 
C Hall. Broadway. 
Hu rley Grange, Hu rley Fire 
Hall. 
CYO Teen Federation, St. 
Peter’s School Hall, Rosendale. 
Card party, Willing Workers 
of Mettacahonta, Mettacahonts 
H all 
Catholic W ar Veterans Post 
1769, Holy Name of Jesu s Par­ 
ish Hall. 
I 
A. H. Wicks Ladies' Au xil­ 
iary, 
fire 
station, 
Wiltwyck 
Avenu e. 
John N. Cordt* Hose Go. 
Au xiliary, engine hou se, Dela­ 
ware Avenu e. 
Friday, Ju ne 8 
9 a. m. — Ru mmage sale, St. 
Mary’s school b asement, 150 
Broadway. 
9:30 a. m. — Ru mmage Sale 
Hellenic Women’s Clu b of St. 
George 
Greek 
O r t h o d o x 
Chu rch, 3 ^ Main Street. 
7:30 p. m. — Gienerle Bridge 
Clu b , Elks d u b . 
King’s Kndght Chess d u b , 
Deatde’s, Woodstock. 
Class of 1947 Kingston High 
School reu nion, Tropical Inn, 
Port Ewen. 
Charles DeWitt, Cou ncil 91, 
JOUAM, Maennerchor Hail. 
Satu rday, Ju ne 10 
10 a. m.—Ulster Cou nty An­ 
tiqu e Flea 
Market, D i e t z 
Stadiu m u ntil 5, sponsored b y 
Ulster Cou nty Association for 
Mental Health, Inc. 


5 p. m. — Chicken. Biscu it 
su pper, High Falls 
Reformed 
Chu rch. 
7:30 p. m. — Shokan Lodge, 
491, IOOF Lodge Hall. 
d a ss of 1947, Kington High 
.School, reu nion dinner dance, 
Gov. Clinton Hotel. 
8:30 p. m — Hu dson Valley 
432, Sons of Norway, American 
Legion Hall, 18 West O’RHlly 
Street. 
9 p. m. — Alcoholic* Anony­ 
mou s, Tri-Bridge Area Grou p. 
St. Joseph’s New School, Wall 
Street. 


RED HOOK 
LYCEUM 
NOW! 7 and 9:16 
“Who’s Afraid of 
Virginia Woolf?” 


• WED. - THIJRS. • 
Academy Award Winner 
JULIE CHRISTIE 
“DARLING” 


Kingston 
CABLEVISION 


BASEBALL 


Senators ?s. Yankees 


Channel 11 — 8 P. M. 


TONIGHT 


— 
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Wa lter Rea de 


L. THtm RES —I 


Mey er Cha irma n 
Of Leg isla to r 
Ca ndida te Nig ht 


Fred Mey er, Ma rbleto wn GOP 
Club president, ha s been a p­ 
po inted a s cha irma n fo r the 
fo rthco ming District No . 2 Leg ­ 
isla to r Ca ndida te's Nig ht. Dis­ 
trict No . 2 Is co mprised o f the 
to wns 
o f 
King sto n, 
Hurley , 
Ma rbleto wn a nd Ulster. Fiv e 
Republica n ca ndida tes will be 
cho sen fro m the sev en men 
seeking this po sitio n a t the June 
2 0 prima ry electio n. Mey er ha s 
been cho sen to cha ir this fo ur- 
to wn co o pera tiv e meeting to be 
held in Hurley Fireho use Tues­ 
da y June 13 a t 8 p. m. All o f the 
sev en seeking Republica n no m­ 
ina tio ns ha v e been no tified a nd 
a re ex pected to g iv e a fiv e min­ 
ute speech. 
The sev en men seeking no m­ 
ina tio ns a re a s fo llo ws: Do ug la s 
Dy e o f King sto n, Jo hn E. Ma r- 
ua rdt a nd Fra nk Miller o f 
lurley , Ro bert Kelder a nd Orv il 
E. No rma n o f Ma rbleto wn, Les­ 
ter Elmendo rf a nd Richa rd Na ce 
o f Ulster. 
The meeting will be mo der­ 
a ted a nd ea ch ma n is to be 
g iv en equa l o ppo rtunity to pre­ 
sent himself in the sho rt perio d 
o f time a llo ted. A co ffee ho ur 
will fo llo w the speeches in o rder 
fo r the public to ta lk with ca n­ 
dida tes. The meeting will be 
o pen to the public, ho wev er, a ll 
Republica ns o f the District a re 
urg ed to a ttend. 


Dr. Arnold Dies, 
Hu b b ard Manager 
MANDARIN. Fla . (AP)—The 
Rev . Dr. Geo rg e T. Amo k!. 9 0, 
ma na g er fo r 18 y ea rs o f Hub­ 
ba rd 
Press, 
a 
Presby teria n 
Church publishing ho use in Au­ 
burn. N.Y.. died Sunda v in a re­ 
tirement ho me here. 
Dr. Amodd wa s elected Synod 
cha irma n o f the Presb yterian 
Bo a rd o f Na tio na l 
Missions in 
Ka nsa s in 1923 a nd su pervisee I 
800 chu rches u ntil 1940. when he 
fo unded the Ka nsa s Presby teri­ 
a n News. 


Su mmer Glasses 
Art cla sses a t Old Dutch 
Church under the directio n of 
Dennis Bera rdinelli will pa int 
a nd sketch o utdo o rs during the 
summer sea so n. Students ma y 
use a ny medium they desire. In­ 
fo rma tio n is a v a ila ble a t Old 
Dutch Church o ffice fro m Mrs. 
Ruth Kershner. 


Sa ndy Dennis 
Reca lls Ea rly 
Film Pro blems 


Bv BOB THOMAS 
AP Movie-Televislon Writer 
HOLLYWOOD (AP) - She’s 
a pretty girl, b u t her teeth pro­ 
tru de a b it and the smile lines 
parenthesize her rather ample 
mou th. Her figu re rivals Twig 
g y ’s. 
An u nlikely candidate for star­ 
dom. Yet Sandv Dennis at 30 is 
completing her third starring 
fttm in a row. Before that she 
appeared in “Who’s Afraid of 
Virginia Woolf?” tor which she 
won 
in ab sentia—she’s sorry 
aitou t 
that—the 
Academv 
Award tor b est su pporting ac­ 
tress of 1966. 
She hae 
a repu tation as a 
kook, 
which 
she 
isn't. 
Oh. 
mayb e she takes in strav cats 
and opoosu ms at her home in 
the woods near Weston. Conn. 
(last cou nt: 20 cats). Bu t her 
approach to her work is far 
from eccentric: she is a thor­ 
ou gh professional. 
Sandv Dennis is the latest of a 
string of Neb raska-b om stars — 
Rob ert Taylor. Henrv Fonda. 
Dorothy McGu ire. Marlon Bran­ 
do. She was b om in Hastings 
and reared in Lincoln. The story 
is that she was inspired to b e 
an actress after seeing Kim 
Stanley and Joanne Woodward 
in a teleolav. 
She enjoyed fair su ccess on 
B r o a d w a y, b u t Hollywood 
cou ldn’t see her. prob ab ly for 
the reasons mentioned in the 
lead paragraph ab ove. 
' I tried to make it in pic­ 
tu res.” she recalls. “I came ou t 
here and was told to report for 
an interview for a Bob Hope 
noctu re at MGM. Thev tried to 
glamorize me. and the haardres- 
« r teased mv hair into a mam­ 
moth produ ction. I was to aip- 
n ailed I went into a room and 
comb ed it down to normal. 
Finally I told the director I 
didn’t think I was right far the 
pictu re at all. He was a verv 
nice man. and he said. ‘You 
have lu nch in the commissary 
and then go on home.’ 
I felt so sorrv after that 
decided to b e cooperative the 
next time. I was sent to Warner 
Brothers to test for ‘Ensigh Pu l 
ver’ with a nice fellow. Rob ert 
Walker. 
Josh 
Logan. 
the 
director, took one look at me 
and sadd. ‘We want vou iu st as 
vou are.* 
“Bu t when I reported for the 
test, he showed u p with a fo un­ 
dation garment in one hand and 
falsies In the other* 'It’s not for 
me. honev.” he sadd: “J. L 
wants it this way.’ 
“So I tried it that wav. The 
garment had rib s that cu t into 
mv stomach when I sat down. 
The falsies were so large that I 
cou ldn’t see mv feet. I played a 
Wave, and the test was so u nb e 
Mevab lv b ad that nob odv wanted 
to talk ab ou t it.” 
Miss Dermis slu nk b ack to 
New York and won fine notices 
with her fev hu mor in “A Thou ­ 
sand Clowns” with Jason Ro- 
b ards Jr. Then came 
“Anv 
Wednesday.” 
That was when 
critic Walter Kerr effu sed: “Let 
me tell vou afoou t Sandv Dennis. 
There shou ld b e one in everv 
home.” 
Warner Brothers 
gave 
her 
another 
test, 
for 
“Virginia 
Woolf.” This time the 
results 
were more sa luta ry , 
and she got 
the role. 
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NOW * Ev ening s 1 « « :3 0 
OTTO PREMINGER 
MicHAEL CAINE 
JANE FONDA 
JOHN PHIUIP LAIN' 
DIAHANN CARROL!. 
ROBERT HOOKS 
FAYE DUNAMlAY 
BUR0EB8 MEREDITH 
HURRY 
SUNDOWN 


— COLOR — 


STARTS 
WEDNESDAY 
DORIS DAY 
"CAPRICE" 


M M U N i l 
KINGSTON 
asi-iais 


Matinee 2—Evenings from 7 


STARTS 
WEDNESDAY 
’ THE 


GREATEST 
STORY 
EVER TOLD" 


■ w Driv e-i n 
KINGSTON 
131J33S 


Gates Open 7 
Show Starts Du sk 


Pau l Newman 
Frederic March - Richard 
Boone - Diane CAlento 


"HOMBRE" 
— ALSO — 
TONY CURTIS 
“NOT WITH 
MY WIFE 
YOU DON'T” 


★ Children Under 12 Free 


q U N S e K sJ.ON 
“ D rive- iN 


WEEKENDS ONLY 
FRI. - SAT. - SUN. 
THE BLUE MAX” 
— ALSO — 
“A FINE MADNESS” 
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Kingston Daily Freeman Classified Ad Rates 
FREEMAN SQUARE, KINGSTON, N.Y. 
Trl. FE 1-5000 — rK 1-0382 
TRANSIENT COST FOR CONSECUTIVE INSERTIONS 
S t» n Insertions ir# not rofinwotlv# tho two-day r» t« appll**. 
Minimum Rilling Chur** $1.80 — Minimum Caah Roto $1.55 


AR1K I.ES roR SAI.S 


L 
I 
N 
Es 


s 
4 
ft 
ft 
7 
I 
ft 
1ft 


COST FOR 
I OR 2 OAVS 
CONSEtn TIVE 


C O S T FO R 
ft OR 4 O A TS 
CONSECUTIVE 


(X)8T FOR 
A OR ft OATS 
CONSECUTIVE 
( IIARGE CASH 
CHARGE CASH 
CHARGE CASH 


1.3A 
4.6ft 
ft.60 
9 .7ft 
I.85 
9 .00 
10.1ft 
II.2 0 


1.80 
l.ftft 
324 
2.7ft 
39 6 
2.40 
t o o 
4 32 
3 65 
5.28 
3.00 
2.5ft 
540 
4.80 
6 60 
360 
3 0.1 
6.48 
5.5ft 
7.92 
4.20 
3.5ft 
7.56 
8.45 
9.24 
480 
4.1ft 
864 
7.3A 
1056 
5.40 
4.60 
9 72 
8.2ft 
11 88 
600 
ft.lt 
1080 
0.2ft 
13.20 


U*ed (whit# autom atic) *l*-zag sew- 
Ina machine 
Monog ram*, button* 
hoiM, ww* button* on, overcast* 
•earn* 
doc* decorative *tltchlng , 
all with the touch of tha auto­ 
matic dial 
Only $126 4.3 or small 
monhlv payments. 
Fully 
g uar­ 
anteed 
call collect Poug hkeepsie, 
■ 454-7170 
WE BUY & SELL 
USED FURNITURE 
Antiq ues - Glassware. 
The 
Com er 
Shop, Rt* 28 at ent to Skytop Mo­ 
tel 
Phone FF. 1-2420. 


TRUCK TIRES 


125-20, 1ft PR, Goodyear rib t 
mller, Nylon, only |3t.*5 plus tax 
and rem ppanle tire. 
Add 110 If 
old tire won't cap, 


Small truck tires: YOUR CHOICE, 
ONE PRICE: 470-15. 5 PR 710-15, 
4.60-15, 4 PR. Goodyear 1-T Nylon, 
Rib Hl-Mller, only fl*,55 each plus 
tax and recappable tire. Add <3 
If old tire won’t cap. 


■ 
NURSERY STOCK 
A full llne o f nursery stock 
tlaed Cara far Sal# 
AUTOMOTIVE 
f r uit | 
trees, 
shade 
trees, 
everg reens. 
lime, peat mots, fertilizers, lawn 
*j FORD Galaxte—-cu 
seed, landscape planting s. 
Free 
* t 
p a 
r*h 
estim ates Opposite Howard John- 
* 
” - ■ 
• 
In. 362 VS. 
, ... 
____ Urea 
Cash 
„ 
. - . . . 
, 
sale to hlfh bidder 
351-9074 
eon s. Route 
28. King ston, N. Y . ------------------■---------------------------------- 
Phone 
FE 1-5821. 
The 
Kelder I960 Ford, g ood running condition, 
Nurseries. 


h. g ood 
bidder 


HEDGES A BARBERRY 
Kelder Nurseries 


ftlSO. Call any time after 5 p. m., 
CM 6-6288 


JACKSON A PERKINS ROSES 
Kelder Nurseries 


1930 FORD ROADSTER 
Price $500 
OL 8-6941 


AUTOMOTIVE 
Trailers 


HAWK 


• 
• 


Super Mobile Home Mart 
Always the lowest Price! 
HERE NOW! $50 per mo. for a 
brand new $ bdrm 
home. 


MAPLE TREES 
Kelder Nurseries 


GENE PERSICO, IN C 
USED CARS 
|Tha Little Dealer with the Big Deal 
Albany Ave 
Ext.. 338-6003 


1010 10x46 $ 
special, $1405. 


NURSERY A SUPPLIES 
A WELL rotted cow manure, 854 a 
bag delivered; also mulch, hay 
A 
top soil. 
Pfeiffer, 331-4293. 


1961 JAGUAR— $4 eng ine 3 8. 4 dr. 
sedan, fully eq uipped, A-l rood 
■Swo rltW Call 338-2060 sit. 6 p. m 


Federal 
Excise 
Tax 
Per 
*26020 — $6.1 ft; 
16 — 
7.10-15 — $2.86;; 4.50-11 — 


T ire: 
12. ( 2; 
$2.45, 


Goodyear Service Store 


115 NORTH FRONT ST. 
PHONE 131-7035 


c l a s s i f i e d a ds a r e e a s y t o us e 
J us t Dial FE 1-6000. FE 1-08S2; Aak for on Ad Taker 


Your Best Buy — Special Low Cost 6-Day Rate 
()ancc| w h en you g et re sults. 
P ay W ithin 10 day s a t th e low c a sh rate. 
MOUNT1NG-TERMS AVAIL 
. 
. . 
_ 
. 
,, 
. 
, 
— 
. 
OPEN 
* 
A. 
M. 
to 5:30 
r. 
M. 
Ads may be charg ed by persons in the local area. Such ads 
da i l y, f r e e p a r k i ng — f a s t 
will be billed on the last day of insertion at the CHARGE rate 
SERVICE 
shown. If paid within 1C days the CASH rate* shown 
will apply. 
For a blind ad containing box number additional charge 
of 50c. 
Contract rate for 6 months and y early adv ertising on request. 
Rate per line of white space is the same as a line of ty pe. 
No ad taken for less than basis of the minimum charge of 
three line*. 
Classified display for transient adv ertisers on request. 
The Kingston Daily Freeman will not be responsible for more 
than one incorrect insertion of any adv ertisement ordered for 
more than one time. 
The Publisher reserv es the right to edit or reject 
classified adv ertising copy . 
Classified adv ertising deadline is 4:30 p m the day before 
publication. 
Classified Dept now open Saturday 8 a.m . to 8:80 p.m. 
Deadline for Monday Saturday S:S0. 


any 


BOX REPLIES 


ED 
I'ptows 
OF V. Y 
ARTICLES TOR 8AIJ C 
AIR COMPRESSORS - fork lifts, 
tractors, saw mills, planers, lum­ 
ber 1965 John Deere 1010 ang le 
dozer Shurter Lumber. OL 7-2247. 
01. 7-8923 _______________________ 
AIR CONDITIONER — larg e, 
only 
$65 a real barg ain 
FE 8-5400 __ 
"ALL MAKES LAWN 
MOWERS 
Sharpened. Repaired 
Clinton Repair Service 
143 Clinton Ave. 
_ King ston________________ 
FE UftBOft 
ALUMINUM COMBINATION WIN­ 
DOWS^—(•) 36x47*. 
never used, 
OL 7-8066 
ANTIQUE Italian Marble Table — 
ondy 1 of Its kind In Ulster Co 
Duncan Phyfe table. 
Chairs 
A 
m irror vanity. 
FE 8-9464 ________ 


A R T IC L E S F O R R A L E 
GARAGE Sale 
baby's play yard, 
bird 
cag e A 
stand, 
like 
new. 
*<« no roll*, sm all tool*, also g wr- 
en 
lords, 
larg e 
canvas, 
some 
picture* 
A misc. 
items. 
126 E. 
Chester St 
338-8032 
GAS RANGE—apt. size, used only 
6 mo. like new Coat $129 setllng 
for $35 
OL 8-9478 
Golf CTube—*'Ben Hog an," 4 woods. 
9 Irons + wedg e. Cadi 33K4984 
GOODYEAR SERVICE STORES 
TIRES A APPLIANCES 
RETAIL 
115 N. Front __________ FE 8-7035 


GOULD ELECTRIC PUMP 
EYir shadow well, exc. cond., used 
1 yr„ $100 FE 8-1096 after 5 p. m. 


ARE YOU LOOKING FOR 
SOMETHING ? 
We buy and sell. 
WHAT NOT 
SHOP. Route S3, Rosendale Heig ht* 
Open 7 days a week. OL 8-8180 


GRAVELY TRACTORS—authorized 
dealer for Ulster Co DEDRICK'S. 
Stone Ridg e N. Y. 687-7107. 
D a Y— 39* a bale wnile It lasts. 
Early cut. Also mulch hay. 
FE 8-1240 


ARMSTRONG'S 
Corlon 
Linoleum. 
Complete Lin*. Prices to fit vour 
budg et. W einstaJl what we tell. 
Special: 
9x12 
plastic 
reinforced 
rug s $4.95 King ston Linoleum 
A 
Carpdt, 64 No. Front St.. 331-1467 


AUTOMATIC 
WASHER — RCA 
Whirlpool, 
excellent cond, 
rea­ 
sonable ; 
also 
contour 
chair 
loung e. 331-0061. 
___ 


Hay for sale. 3.000 bales. # 1 Tim­ 
othy. 35* per bale. 
Rt. 32 North. 
New Paltz, N. Y. Phone 256-7168 
H'Ot Wat e r t ank - 3o T * i : l 
yr. old; uprig ht freezer, 14 cu. ft., 
very g ood cond. FE 1-8530. 
3 6 
h.p. 
Bolens 5 wheel 
g arden 
tractor w/lawn mower, cultivator, 
8* plow, weed cutter/aaw. 
Just 
recond.. $225 
Call FE 8-2027 
H f 5 us m o a r r ^ ^ N is T n5 i G s = d^ 
to relocation 
OV 7-4451 evening s 
after 6 p. m. 
___ 
M 
AUTOMATIC WASHING MACHINE 
NOW IN USE 
$35 
CALL FE 1-7666 after 5 p 
DU 
S fds spring s, mattresses, bureaus, 
chairs, 
tables. 
21* 
TV consol*. 
stall showers 687-7737. 
BICYCLE—boy's. 18 Inch. 
Condl- 
t ton g ood. $16 
Oak 338-3396 
Blinds (8)—3 1 V wide by 37* hong ; 
Aluminum. Good condition 
Rea 
sonable. CM1 after 6. 338-6491. __ 
ft' Bob tail fountain, W asttng house 
r e f r tt, refrig erated display case 
(2) 2 speed Oaler mixing ma­ 
chines. 
O ttos. 
860 
Broadway, 
FE 8-9677 ________________________ 
CASH Reg isters, cabinets, display 
oases. 
freezers. 
refrig erators, 
broilers, fountains, stools, sinks 
and other used eq uipment. 
Call 
FE 1-4305 or FE 
“” C!IaW _ &a Ws - WOMfcLITfe" 
Full line In stock. 
Also sales and 
oarvlce for HOMELITE outboards, 
lawn mowers, pumps, g enerators 
DEDRICk'S CottekUl Road 
Stone Ridg e, N. Y. 
687-7107 
c tx A k A N e r s A tE -------- 
•xl2 Unoteum rug s, floor covarlng s, 
metal cabinets. 12x15 linoleum rug , 
Wall covering A rug border. Wicks 
Install 
what 
we selL 
Barg ains. 
Chelsea. 33 Broadway. FE 1-6252. 
‘Combination TW. stereo, radio, g o 
cond , $75. Movie camera 
A lig ht 
bar, g ood cond. 
$10. 
ETi 8-68 
Come out and see the new Mac 2-10 
The lig htest saw in the Industry. 
Liberal trade-ins. 
Best in Quality 6c Serv ice 
WEST SHOKAN GARAGE 
OL 7-2573 
West Shokan. N. Y. 
Complete Restaurant Equip t 
Including S 
ton air conditioner. 
FE 1-6514 days 
FE 8-5564 aft. 6 pm 
Custom 12 ft. . 1965 all aluminum 
hard top travel trailer and eq uip­ 
ment. Drastically reduced to 
$400. 
Cadi OR 9-9462 
Pin rm7 & coffee tables. 2 bdrm 
chests A chair, snow tires 6:50.13 
Call after 5. 331-6485. 


WALL PANELLING — special pur­ 
chase, 250 sheets 4x8 
Assorted 
colors. Priced from $3 68 up. Leslie 
I^wls. West Hurley 
FE 1-7866. 
W uriitzer Plano - 
uprig ht. 
PTxoeT 
lent condition, $250 Call any time 
after 5 p m., CH 6-6286. _________ 


Plant*, Bulb* ft Shrubery 


• 
J. H. BYRNE 
• 
Chevrolet Corp. 
181 Broadway, King ston, N. Y. 
331-7545 
Fresh picked asparag us, lettuce 
A 
rtf, 
iff i 
Sawk IU 


pi 
■ ■ 
rhubsrd. also flowers A veg . plants.! 
Mag g lore Farms, cor. Rte IM A Old 
Rd. FE 8-5083 
m -p t o t p i x nt 
^ a 
e g c m any 
PLANTS. 
Mantel la F ruit Farrma, 
I: l» u*r Park. N. Y. 
H 


JERRY MARTIN PONTIAC, INC 
USED CAR LOT 
58$ Albany Ave., opp. McDonald's 
331-7736 


NEW MOON TRAILER—10x50, 
2 
bdrm s, excellent condition. 
246- 
5449 any time. 


KING CHRYSLER CORP. 
GOOD GARDEN "CENTS" 
|815 Albftlty Air*. 
331-8810 
Shop around, then try H e rm a nc e ^ ^ B 
__ ____ ________ _ 
Gardens for flower and veg etable 
KINGSTON BUICK CO. 
plants. 
Asters, petunias. tomatoesllO Main St. 
FE l-$37l 
A others 
Hermanee Gardens, 9W, 
Ulster 
Park. 
FE 1-6993. 
Open 
7 
days. 8 i. m. to 8 p. m. 


Nimrod Tent Trailer. 2 wheel. 1966 
model,, used 1 trip. 
Reasonable. 
OR 9 -i» 7. 
1956 PALACE—2 bedroom trailer, 
furnished. 
10x42. Phone 338-436* 


P O U L T R Y A S U P P L IE S 


1961 Lincoln, 4 dr., exceptionally 
clean, part of estate. $975. New 
Paltz. 
255-5665. 
ALL K tN ET« 3 live poultry' wSnTanllftftl M ERX^ED^BENZ. m od* 220. 
paying g ood prices. Yale Rosen- 
K°°d cond. $995. $ El-6667. 
______ 
that and Basch, 17 Lexing ton Ave- 1958 Mercedes—18l>—4 dr. $550. Exc. 
nue. Poug hkeepsie, N. Y. Phone 
cond.B eckerradio.orig .m il. Lee's 
Poug hkeepsie 
GLob* 
2-3680 
o r| 
Ser. Ctr.. Saug ertles or OR 9-2925. 
24133. 
11961 MG A ROADSfER with wire 
wheels, all reasonable offer* con­ 
sidered 
244-2175. 
(JO>- CAlf*ITAL M 
O 
I 
n C! 
AUTOMOTIVE 
FOREIGN CARS 
aHS" 


_______ 
ANTIQUES_________ 
Asrdvsrks to withers 
TOP CASH FOR ANTIQUES 
OK ALL KINDS 
JACK WHISTANCE. FE 8-4397 


SAAB A TOYOTA Sales A Service 
Rout* 28. King ston. N. Y. 
Phone 331-0641 


ANTIQUE FLEA MARKET 
A Gala Show, Exhibit A Sal* 
Sat., June 10, 10 a. m to 5 p. m. 
Dietz Stadium, King ston 
Antiq ues Boug hU-chlna, cut g lass^ 
furniture, 
old 
Jewelry, 
lamps, 
dolls, clocks, anything old. 
D. 
Stackhouse. 
126 E. 
Chester St. 
338-8032 
VICTORIAN Empire Dresser A 2 
hig h chests, solid mahog any, w/ 
mirrors 
658-9101. 
BOATS A ACCESSORIES 
All makes Motors Serviced 
Used Boats A Motors 
LAZY BONES MARINA INC. 
Eddyvllle 
C Miller 
331-0898 
$C>A'f"" IN§ UflANCE- -outboard antf 11967 Honda - 305. 


Motorcy cle* A Bicy cle* 
196TbSa 


Lincoln — Mercury — domet 
East Chester St. By-Pas* 
King ston, N. Y. 
Dial FE $-8550 
I SEE — Lou Alcon, Ken Heppner, 
Jack Dawkins 


3o5“ TWTCl 
1,500 
orlg . 
mile*, 
m irror, 
— 
speedometer. 650 CC, front A rear 
bars A bag s 
Must sell. 338-8477. 


1961 
Oldsmoblle 
station 
wag on. 
Radio A Heater, new tire* 
Good 
tact, \ 
condition. 
Call after 6. 658-5920 
2 


SEE EXPO *67 
Take the whole family In * 
TRAVEL MATE or a 
WAYFARER CAMPER 
CAREFREE CAMPERS INC. 
W ashing ton ave., off T hru way Circle 
331-2579 or 331-9165 
skYaST a 
T r a V e l - TR aI l Er ! 
16 
ft., with floor furnace, g as refrig ­ 
erator. g as rang e, g as oven, g as 
lig hts, battery A dectrlc lig hts. 
16 g allon w ater tank, twin LP 
g as tanks, 
(4) stabilizer jacks. 
ro o t ventilator. 
Sleeps S. 
$975. 
171 Hortoh Lane. Pori Ewen. Be­ 
hind Grand Union. 


1963 PLYMOUTH Super Sport. 
_________ „ 
door hardtop. Immaculate, 1 own 
1965 HARLEY DAVIDSON—Sport-j 
er. 
FE 1-3458 
jrt^ 
XLCH 
Model, 
very 
f W tle r v - T ‘ d< ^ 
condition. 
Can be seen at Zlg 
h/t, rAh. auto., new Urea 
A baV 
Cudos Esso, cor. Flatbush 
A Al-| 
tary. exc. cond.. $195 OR ^6596 
— 
— 
1M4 W r U f c c T i T i o i W w / ^ 
1966 HARLEY XLCH. excellent con-1 
tlons. 
Exc. cond. thruout. Priced 
dltlon 
$1,450. 
Call 
Ell« nvUle,| 
to 
m U. Call after 5:30. 338-6587. 
647-4536. 


WHEELS AFIELD 
Norris Travel Trailer*. Wolverine 
Truck campers. Route 209, 7 miles 
south of King ston. 331-SS87. 
Yellowstone-price this q ual. coach. 
Apollo rug g ed A economical. Nim­ 
rod Campers-sum. sis. prices. Ren- 
tal*. Rapenske's. Liberty. 292-7132 


1962 Pontiac T a n peat LeManna, 
1965 H.D. 250 CC SPRINT. REA-1 dr. deduxe. 4 cyl., ^auto.. 
nfth, 
SONABLE. 
CALL 246-5351. 
dean, white A red, bucket seats 
HONDA 
5i» (V wllh w.ndshldd Al ^ k t o r nv , fBBO 
FE 8-3722 
m irror, 
4606 
g ood 
condition. 
331- Quality Rated Cars Vou Can tr us t 
DeWitt CADILLAC-0LDS 
HONDA 
FOREIGN MOTORCYCLES SALES 
t. 209. Accord OV 7-9234, Ker. 3487 


KINGSTON'S FRANCHISED 
Cadtllac-Oldsmoblle Dealer 
SHOWROOM (New Cars) 
250 Clinton Ave. Tel. 331 2511. 
USED CAR LOT 


Inboard, all risk lcrw-ooat polity. 
LARKIN S INS. AGENCY 
260 Fair St._______________ 
338-3600 
BOATS— new it used. Van Kleeck's, 
Lucas Ave. Ext., 2 miles from 
King ston city llneB 


windshield 
331-1840. 
1565 


isrrABTR"rRYjiSE;ft. 40 
■tart. 
Best offer. 
Call Sat.. Sun. 
only 331-8885. 
Cabin Cruiser. 21' TroJan, 1961 Met^ 
curv outboard 70 n.p. 
Sacrifice 
$1.^50. 
OL 7-8901 or FE 1-5704. 
is S T H h lB C R A rt - 17; inbok^: 
$600 with trailer. Phone Sorensen, 
Ollvebrldg e. N. Y. OL 7-8893. 
EVlNTnTTJE'Saies and S ^viro TflPS 
fiberg lass boats. Tee Nee boat trail­ 
ers. Petit paint and fiberg lass. Spe­ 
cial buys on new and used boats. 
LOU’S BOAT BASIN 
Rt*. 213, Eddyvllle. 
FE 1-4670 
Tv T ^ fDuTLaSS & O A f-to p L b<u5 
A side curtains, trailer. 45 h.p. 
outboard motor. $975. kE 8-8643. 


HOUSEHOLD ITEMS 
Maple bdrm. 
set. 3 pc.; 
2 aep 
maple dressers: Ig e. rocker; Sing er 
sewing machine; oak din. rm. table. 
4 chairs A low boy; refrig erator; 
Lyre style mahog . llv. rm. table, 
rosewood 
desk; 
old 
trunks; 
old 
fashioned maple dresser; white en­ 
ameled bed; 2 occa&sianai chairs; 
lg e. .brass bed, m attress A spring . 
346 Hasbrouck Ave. 
" i r r r WON T ST dP 
DON'T LET IT START 
SO WHY NOT HAVE IT TESTED 
JUST BRING YOUR CAR 
TO BERNIE SINGER 
And Have Your Brakes Inspected 
KitOHfcN £ A W iT S — Formica 
Tops, Vanttorlea. Free Estimates 
FE 1-0553 or FE 1-8151. 


JEEP-JEEPSTER 
SALES A SER VICK 


ALBANY AVE. GARAGE, Inc. 
King ston. N. Y. __________ F E 1 -1 I10 


1965 Fiberg lass 17 ft. Dorset. Com­ 
plete 
with 
75 
electric 
start 
Johnson. Gator tilt trailer, con­ 
vertible top. side and beck cur­ 
tains. 3 g as tanks, 
new battery, 
bow rail. Excellent condition. Ask 
$2,300. Call after 5 p. m.. DU 3- 
4648 


LIVING RM. SUITE—3 pc. section­ 
al, w/2 Hmed oak end tables, g ood 
cond . $50 338-9155 after 6 p. m. 
LOSE WEIGHT SAFELY with Dex- 
a-Diet Tablets, only 98# at Wal­ 
g reen'* 
Drug 
Store. 
King ston 
Plaza. 
T iW H iJrW feN t £ >OVVN—sheathing 
plywood H*. $3.65; 
34 25. 8 
ft. flr 1x4. 64 cents. O ther lumber 
at low prices. Leslie Lewis, West 
H urley. FE 1-7866. 
________________ 
hiO V ING ^dU TH —contents of 5 rm" 
home for sale, Ind. ladles clothes 
sz. 14. men's, lg e. A tools 656-9101 
MovIng South. Selling dining room 
set, kitchen set. bedroom sets, 
sets 
Eng lish 
China. 
Tiffany 
clock, attractive lamps, sets of 
books. Also washer, dryer, refrig ­ 
erator. brand new 50 lb. acale, 
furniture. OR 9-9180. 


GLASSHOPPER FUN BOATS 
Marine hardware, 
ventilation and 
safety eq pt. Nautical supplies, g ifts 
A g adg ets. Outfits for rowboats or 
seag oing yacht. 
MARINERS BOAT EQUIPMENT 
20 Hamilton St. 
King ston. N. Y. 
6-10 p.m. daily. 10 a.m.-lO p.m. Sat 
331-4503 - 331-7146 
IT'S b E b k ttK S for--------- 
Johnson. 
Chrysler, 
Homellt* 
ENGINES 
Staroraft, Grumman, Johnson 
BOATS 
A 
BEST BUYS ON BEST BRANDS 
DEDRICK'S. Stone Ridg e. N. Y. 
687-7107 


PIANOS — Expert Plano Tuning , 
reg ulating , repairing ; will g o any­ 
where wrthln 50 miles to tune. 
Call J. Cron# Jr., FE 1-1693 any 
time. 


Dining Room Set. 9 pc.. mahog anv 
g ood cond., $50; 5 h.p. Sea King 
outboard motor, In running cond. 
$20. 
246-7388 ___________________ 
bining Room Suite, solid mahog 
any. shantung finish, table w/3 
leaves, 
china 
closet, 
buffet. 
7 
chairs A table mats. FE 8-3656 any 
time or FE 1-5446 after 5 p. m. 
feconomy Tractors, man sized it rug - 
g ed, all g ear drive. Bryant imple- 
ment Sales, W'dstock. OR 9-2288 
ELECTRIC MOTORS—g enerators A 
power tools repaired A rewound. 
P J. Gallag her Sons, 17 Spring 
St. FE 8-3817. _____________ 
____ 
24” Electric Pedestaii Fast, 2 speed, 
commercial. 
Like new, $50. 
246- 
86 80 ___________________________ 
Fender Bos* and B— man Ampli­ 
fier. 
Excellent 
condition, 
$375 
■ complete 246-7252. 


PIANOS & ORGANS 
THE PT. EWEN PIANO CENTER 
Is proud to announce the arrival 
of 7 new models of pianos, includ­ 
ing the famous KAWAI-makers of 
Baldwin. 
Rte 9W. Port Ewen 
FE 8-8261 
PIANO 
condition 


HYDE PARK HORSEMAN’S SHOP 
Now located on Rte. 82 at Moores 
Mills Road, N. Y. 
677-9100. 
Your H eadq uarters for Horsemen! 


- uprig ht Mathushek, g ood 
. $60 
Call 338-7185. 
3 PIECE MAPLE 
LIVING ROOM SET. $50 
331-6692 
Remodeling Your Kitchen ? 
AVE 
TIME. 
MONEY. 
EFFORT 
WITH WARDS COMPLETELY IN­ 
STALLED KITCHENS . . . YOU 
CHOOSE THE EXACT STYLE YOU 
VANT AND LET US DO THE 
REST 
ONE CONTRACT PRICE 
NO HIDDEN COSTS! NO MONEY 
DOWN . . . UP TO 3 YEARS TO 
PAY. 
MONTGOMERY WARD 
KINGSTON, N. Y. 
Dial FE 8-5020 


FILL — SHALE — TOP SOIL 
Phone BUI Buchanan. 687-7888. 
FIREWOOD — Ail Hardwood 
Cut to slza and delivered. 
Dial FE 1-4509 


ROTARY la w n Mower—also rotary 
tiller, excellent condition. Phone 
338-7540. 
S g L b MY rtb tJSE ^foc sade q ua!It 
Lh\ rm., din. rm . bedim', an 
kitchen sets. 
Book sets, washer, 
dryer, refttg . 
Wedg ewood crock­ 
ery. mahog any chest cry stal wine 
g lasses. 
Tiffany 
bronze 
cdock, 
French lamps. I-nopection Invited. 
Sachs. OR 9-9180. 
FISHING TACKLE & GUNS 
Big selection of Shakespeare rod* A 
reels at 40 
off. New S A W 31 
Specials $59.95: S A W 357 Mag ­ 
nums $79.95; New Savag e 222 Rifle 
$46.95; Hug e selection of new Rem­ 
ing ton and W inchester Guns. S A W 
modal 41 22 auto. $89.95. Over 250 
g uns in stock. 
Open every’ nig ht 
plus Sat. A Sun. 
Ralph’s Gun Cen­ 
ter, 
Germantown, 
N. 
Y. 
Phone 
518-537-6918. 
_______ __________ 
te r Sole—A 20 ft. wooden exten- 
sion ladder, g ood condition $12; a 
blonde oak Formica coffee table, 
like new, $18; 
a 10 Inch window 
fan. 
new, 
$5. 
Call 
evening s, 
FE 1-4024.____ 
For sale. Baby Grand 


Stove, white, g as A oil burning . 
Cheap 
Call 
FE 8-8563 
TBLN aGER Clothes, sizes 9 A 10. 


14' RUNABOUT—Delta mahog any, 
35 h.p. motor, trailer, $800 com­ 
plete. 
PL 8-2706. 
SPORTSMAN'S CANOE 
REASONABLE 
CALL FE 1-7951 
t e X as MjUD 
Impaila. 
15’ 
tl 40 h.p. i 
oflum 
runabout, w-ith 40 h.p. Johnson 
EUectmmaUc. 
Phone FE 8-3168. 
W ILL SELL or trod* 14' split deck 
cedar 
strip 
boat 
for 
caimpin 
trailer or canoe or $250. 
4451 after 6 p. m. 


Asking 
Lug g ag e rack. opp. Ulster Fire House. Albany Ave, 
$650. 
Gall | 
E x t Tel. 331-593$ or 338-2200 


W F :iS T b E = 2 5 0 “ 
c3C: 
miles. $360. 
Lee’s Service Cen­ 
ter. CH 68265 


Call | 
■.-MKi'ftB RENAULT, excellent condition 
b300| 
g ioo. 
OR 9-2U9. 


New Car* 
JE E P 
Franchised Dealer 
Parts and Service 
WEST PARK SERVICE CENTER 
Rte 9W, West Park. OV 6-5525 


TRK JM PH -19 61TR 3“ g ood condi 
tion. 
All accessories. 
Call OR ft 
6303. 
■TTfc"T“ g um Y Y T D « S 8------ 
I Low Prices 
Economical 
Safe 
896 Albany Ave., next to 
iRobert Hall 
Tom Tynan FE 1-900$ 
1964 Valiant, 4 dr., atd., new w/w 
tires, radio, book $950, price $860, 
Call 246-7009. 


Rambler American 


MADE IN AMERICA 
BY AMERICANS 
FOR AMERICANS 


At Import Prices 
A.D.P. 


66 Volkswag en, blue, sun roof, all 
accessories. 
Excellent 
condition 
OL 8-4555. 
19&3 VOLKSWAGEN 
Radio, sun roof. exc. cond. 
Call OR 9-6651 
10* VtSOSW ACfcN. SUN f uW 
Excellent condition 
FE 8-9326 or FE 8-5726 
11960 Volkswag en, sun roof, radio A 
heater. 
Good 
condition. 
$300 
6798311. 
IW IECTXY"f <3F $ T l " W k GCCC 
USED CARS OR ALLOW TOP 
$ | $ ON YOUR TRADE. 
J OHNSON FORD INC 
YOUR NEW FRIENDLY FORD 
FE $-7800. RT 28 AT TH E CIRCLE 
Deed Truck* for Sale 


$1839 


| lM T V ^ D c iS W A G ^ 'p ic k up. new 
idition. 
motor, 
g ood 
658-4121. 
$300. 


SEE IT TODAY 
AT 


___________ T ra ile r* 
_______ 
I Americana Deluxe, 3 bedroom, 
1 2 *x 
57'. 
Like new condition. 
All ac- 
cessories, $4.950. 
OR 9-6492. 
| Beautiful lot, mobile home and g a- 
rag e, reasonable. Must be teen to 
> 1 
» -v 
« i 
o 1 
rage, 
reasonaoie. x nusi c 
Franz Rambler Sales riEg f f i g g a*. 
L - 
room 
aittached, 3» i 
years 
old. 
lnc * 
Cell 
338-5665 
184 Clinton Ave. 
FE 1-8080 


U sed C o r fo r S al* 
a Lw a Vs 
b UY "Oar s 
a^ 
BOWERS MOTORS 
Dial FF. 1-2-158 
Taylor S t 
Blooming ton, N. Y. 
As always, tor a better deal 
SEE RICHARD J. McSPIRIT 


Retail 
Form erly McSplrlt Motors 
Whole 
‘ 
- 
- 
- - 


Horae Equipment A Apparel 
HURLEY SADDLE SHOP 
Old Rte. 209 
— 
FE 8-1525 
Eng lish A W estern Tack 
Supplies A Gifts for Horsemen 


e i^ R A N C T S A L E 
12' wldes from $3,995 
G un-bumer, storms, etc. 
ROUTE 28 MOBII^E SALES 
Rte. 28 a t W. Hurley 
Phone 338-1513 
DELUXE NEW MOON 
ONLY $59.50 PER MONTH 
|AFTER 8MALL DOWN PAYMENT 


LET US MAKE YOUR 
FIRST FAYMENT 


VOLUME MOBILE HOMES 
INC. 
Form erly Lathm an T railer Sales 
CADILLAC — ’99 Coupe D* Vttle, I StlU a t BW •>&_« ??? Inter,ectlon 
g ood 
cond., 
new 
ttree, 
$750. 
_____________ 
338-8711 
OR 9-9104._________________________ 
DODGE CAMPER — all eq uipped 
Cars Wanted at Honest J ohn*s mu<*gc asoo. ^ e ne w ^ r e s-itm 
JOHN S USED CARS 
FE 1-90001 
CKtEVY CORVAIRS 


esole • Trades A Terms 
338-3722 
BURTON E. DETTZ 


R out. 31 


Used Cars A P arts 
Boug ht — Sold 
$31-8420 


*G O 5Sn0sEi7Y R A lEER 5" 
du 2-4158 
. 
i S 
1962 MONZA 700 — 4 door auto 
ROUTE 9W. LAKE KATRINE 
cament Alf k 1 nds of Tack f?r 
E S ti S S a . 
nIce*< ^ $4 9 5 ^ ^ ^ ^ ' S J T R A I L E R SALES 
work or riding . If we don’t have It. 
. . 
. 
LARGEST SELECTION 
et It! Special discounts to J®63 MONZA 900—4 door, 4 speed. 
Travel Trailers — Hardtop* 
A Truck Camper* In the area. 
FATUM S GARAGE 


we will g et It! Special discounts to 
horse clubs. 
Accord Farm ers Co-Op. Inc. 
Ag way Phone Hig h Falls OV 7-7822 


LITE STOCK 
GENTLE 
BAY 
GELDING — 190 
Schryver St., Port Ewen. FES- 
1532. 
HORSES FOR SALE—also saddle* 
and bridles. OR 9-9351. Rawhide 
Ranch. Lake HU1 (Woodstock). 
Hor s f / V GELbW (S----------- 
VERY GENTLE 
CALL DU 2-2097 
Larg e Mare Pony and Saddle 
Also 2 yr. old stud pony 
__________ 
Call FE 1-2585 __________ 
SADDLE PONtf, Griding , 6 yrs., 
dapple g ray-brown w/vvnite mane 
A tail. ChM 2464726 after 5 p.m. 
SHETLAND PONY — with saddle. 
$100. 
6584121. 
90MMER PaSHJ^ING for homes, 
2 miles from center of town, $10 
per month. 331-0471._____________ 
Wtti 
pasture 
and 
board 
your 


Choice Selected Used C an 
J. PAUL W HITTEN INC. 
$78 Albany Ave.. cor. Albany Ave. AI 
Harwich St 
331-182$ 


horses. 
FE 1-2431. 


PETS 
AKC REG. POODLES. 5 week* old. 
Reasonable. 
Call 338-6061 


. 
aaJe. Bafiy ... 
cel Lent condition. 
■ 
r 


Piano. In ex- 
EUenvilie. 647- 


Frig idalre electric clothes dryer. 
is. very reasonable. 246-5868 
"URNITURE 
REFINISHING 
and 
antlq ueing . 
LaTorrea, 
189 
W. 
C hestnut FE 1-5089. 


In g ood condition. 
FE 8-3156 
to p Sol 1 for Sale, $2.00 yard, pick 
up. 
Middle Rd. A Rokebv Rd., 
Red Hook. 
Call day or nig ht, 
PL 8-3421 
TOP SOIL - SAND — FILL 
Excellent q uality. Georg e Van Aken 
Phone FE 14928 
TVs. used 
19. 21. 23 inch—Excel- 
len condition. 
Priced for q uick 
sale. FE 8-7540. 
TV, 24* Zenith floor model. 
Verv 
g ood 
set. 
C a b i ne t 
slig htly 
scratched, $35. FE 1-3933. 
TENT, umbrella U x li family, ny­ 
lon window/door, screens, 'floor. 
£ >:• ext. alum, support, carry case 
$55 
Sailboat 
aux. 
eng ine, 
4 
cyl. 35 hp, 215 lbs. g uar. $180. '66 
Honda trail bike 90 cc. lg . ice 
chest 
cooler. 
658-9064, 
m etal/insul. 
$20. 


A k c REG. W rilP pE T — female 
spayed, reasonable. CH 6-6364 
fefcAGLE. maJe, started, all shots. 
B rittsm S p anlei, male, all shots. 


Hoar ding 
CLEAN, GOOD CARE 
______ Stone Ridg e. 6874931 ______ 
Cute, healthy kittens. 8 weeks old 
some long haired. $2 A $5 each 
FE 1-0015. 
GERMAN 
SHEPHERD 
PUPS — 
AKC 3 litters, Allab&ch Kennels 
Rte. 32, Fawn Road, Saug ertles 
914-2464780. 
KITTENS—FREE TO GOOD HOME 
After 3 p. m. coll 687-7387 
KITTENS 
FREE TO GOOD HOME 
CALL 338-1646 
KITTENS—wanted g ood home for 
four kittens, free. 
Will deliver 
338-1564 after 5 p. m. 
TOY 
POODLE PU PPIES — AKC 
reg istered, males, black A ailver. 
Phone 626-3325. 


trans., rAh, blue, nice cor, $495. 


1963 MONZA 900—4 door. 4 speed, 
bucket seats, orlg . 30.000 ml. Cream 
Puff, $505. 
Trade* A Bank Term s 
Phone McSplrlt. FE 83722 
'55 CHEVY—2 dr. h/top, g ood body, 
rebuilt 283 Corvette cam solids, I 
new rubber, needs m inor work. 
Asking $300 or best offer. 679-8406 


27 Clinton Ave. 
338-1377 
1957 MARLETTE TRAILER 
UNFURNISHED 
OR 9-8275 


bdrm. handyman's 
HAWK 
Sales Co.. Inc 
Dally 9 to 9. &at • to • 
41$ Albany Ave. 
Opposite Grand Union 
Phone FE 14877 
• 
• 
# 
• 


EMPLOYMENT 
Help Wasted — Female 


LICENSED NURSE—Hour* S to 11 
p. 
m. 
Orthmann 
Sanitarium. 
FE 8-346* 


MARRIED LADIES conduct fashion 
ahows. 3 or 4 hr*, sev. eve*, week­ 
ly. Free wardrobe A training . $15 
mln. g uar, per eve. Call 3386418 


Shirt Presser — apply In person 
Top'* Drive-In Cleaners. 520 Al- 
bany Ave. _____________________ 
QUALIFIED FEMALE TEACHERS 
Grades 1 and 2 
Call 246-8914 


EMPLOYMENT 
Help Wanted — Mala__ 


ELECTRONIC TECHNICIANS 1st 
A 2nd class licensed preferred, 
$130 A up depending on expe­ 
rience. liberal benefits. 
Nelson’s 
Communications, 32 Joys Lone, 
King ston, N. Y.. 338-0014. _______ 


RENT 
A WAYFARER MARK 4 Camper 
Reservations Necessary 
Call Now — 331-2579 
CAREFREE CAMPERS. Inc. 


♦Typist/accounting exp ....... $425 
A Bookkeeper (credit exp.) . . . . 400 
A Leg al Secretary/exp............. 400 
ATyplst/lnsuranc* exp...........350 
APayroll Clerk/exp., fee neg o. 340 
ASteno/typlst ....................................325 
ABookkeeper/acc’t payable 
AStenog rapher (Rhinebeck) 
ACredlt Clerk/exp. 
.............. 
ABkkp Machine Trainea « . 
AT> plet Receptionist .......... 
ATy plat/Clerk ............................... 280 
AHousekeeper (live In), fe pd. 275 
ATyplst—5 days (12 to 4 p.m.) Open 


A A A GRADUATES A A A 


Hig h School—Colleg e 


King ston Employment Ag ency 
290 Fair St. 
331-6060 


325 
300 
300 
300 
280 


EQUIPMENT ROOM ATTENDANT 
—State University Colleg e. New 
Paltz. 
Twenty hour* per week, 
year round employment. $1.60 per 
hour. 
Opportunity for semi- re­ 
tired person. 
Apply In person to 
Personnel Office, Room 116, Main 
Building . 
ELECTRICIANS * HELPERS—In­ 
dustrial experience. Steady work. 
Call FE 1-5400 
EXPERIENCED 
ALL AROUND MECHANIC 
Apply in Person 
DOC. SMITH’S GARAGE 
258 Clinton Av e. 


Exper man, Controlled Atmosphera 
Storag e, g ood sal. A advancement. 
Peri. Interview If q ual. Send resume 
Qulnebaug Cold Storag e 
Putnam. Conn. 06260 


WAITRESS foe summer resort. Call 
FE 8-9738 after 6 p. m. 
WEEKEND WORK 
Opening * 
for 
experienced 
typist. 
Weekend, 
day, 
evening 
A 
nig ht 
ah lft 
Experienced meeting public 
Important. Switchboard experience 
also helpful. Contact personnel of- 
flee, Benedictine Hospital. 


EXPERIENCED MECHANIC- 
wag es, steady job. hospitalization, 
life Insurance. 
Co.. 3314532. 


f ood 
Ion, 
Ertel Eng ineering 


Trailer Space for Rent 
T C OI& r 
9 minutes from King ston 
■ On brook. 
FE 8-0068 


EMPLOYMENT 


NOTICE TO JOB APPLICANTS 
The King ston Dally Freem an does 
not knowing ly accept Help Wanted 
ads from employers covered by the 
Fair Labor Standards Act which ap­ 
plies to employment In Interstate 
commerce. If they offer less than the 
leg al minimum wag e ($1.40 an hour 
for those covered prior to Febru­ 
ary 1, 1967 and $1.00 an hour for 
newly covered employe*) or fall to 
pay the applicable overtime. 
Con- 
act the United States Labor De­ 
partm ent's local office for more In­ 
formation. 
The address la U. S 
Labor 
Department. 
IS1 
Gerard 
Ave., Bronx, N. Y . 10452 WYandotte 
2-1235. 
IMPORTANT NOTICE: The New 
York State Law ag ainst Discrlmt 
nation and the Federal Civil Rig hts 
Act of lft(4 prohibit discrim ination 
In employment because of sex un­ 
less based on a bona fide occupa­ 
tional 
q ualification 
Help 
W anted 
and 
Situation 
W anted 
advertise­ 
ments are arrang ed In columns cap­ 
tioned "Male ana "Fem ale" for the 
convenience of readers and are not 
Intended as an unlawful lim itation 
or discrim ination based on sex. 
Htfp Wonted — Female 


WOMEN 


for 


ELECTRICAL ASSEMBLY 


Experienced Preferred 
but we will train 
Day Shift Only 
A11 benefits, g ood wag es, 
permanent, steady work. 


VAR1FAB, INC. 


617-14U 
Hig h F« lli, N. Y. 


FOREMAN 
REFRIGERATION 
Well known hard g oods mfr. lo­ 
cated within 30 miles radius has an 
excellent opptv. open for a fore­ 
man with refrig eration exp. Salary 
Open. Full fring e benefits. If In­ 
terested, please w rite In confidence 
stating exp. A salary req uired. Box 
# 120, Downtown Freeman. 


Help Wanted—Mala 
ACCOUNTANT — Excellent oppor­ 
tunity In g rowing CPA Firm. Mini­ 
mum 
2 
years 
public experience. 
For U lster and Sullivan Counties. 
Send resume and salary req uire­ 
ment to box 4$ Downtown Free­ 
man. 


APPLY TODAY 
WORLD'S larg est cosmetic company 
has Immediate opening s for ener­ 
g etic women to service excellent 
Avon territories in area. P art time 
work. Earning s start at once. Call 
FE 8-3515 or w rite Mrs. Ruth Over- 
baug h RD 2. Box 38. CatsklH, N.Y. 
Are You 
Bored? 
Have fun and 
money too. Let us show you how 
to earn $5 to $10 per hr. Call 331- 
1532 or OV 6-5418. 


CLERK 
ACCOUNTING DEPT. 


MANUFACTURING COMPANY 


Experience with fig ures desirable. 
Excellent opportunity, liberal ben­ 
efits, g ood working conditions, ate. 


Apply Personnel Office 
HUCKTROL INC. 
$5 Grand St. 
King ston, N. Y. 


*A ss't Construction Supt 
$700 
★Devriopmefvt Tech .. . fee pd. 675 
★(2) Draftsmen ..............fee pd. 625 
★SaJes/Pharmaceutical . fee pd. 600 
★(2) Electronic g rads. .. fee pd. 600 
# A d. Exec./Arts exp........................600 
★(3) Carpenters (non-Undon) 
.. 500 
★Oil B urner Serviceman /exp. 
. 475 
★ Sales/transportation 
.................. 450 
★Vending Service T ra ine e 
425 
★Investig aitor Trainee ...................390 
★Maintenance S up erviso r 
380 
★Optical Bench T ra ine e 
360 
★(3) Colleg e Students 
.................. 325 
★Jr. Sades/retall 
............................ 300 
★Garag e Aos’t (25 hr. w k.) .. Open 


King ston Employment Ag ency 
290 F air St. 
331-6060 
ASSOCIATE BUSINESS MANAGER 
—Experience in accounting and 
personnel record keeping essen­ 
tial. 
Salary commensurate with 
knowledg e and experience. 
Ap­ 
plications submitted to Supervis­ 
ing Principal, 
Hig hland 
Junior 
Senior 
Hig h 
School, 
Hig hland, 
New York, 12528. 


Combination clerk * office person­ 
nel, 5 days. Apply In person. Hi- 
Health Milk, 95 Cornell St. 
_ 
e g g s 
full or part time. 
S t 
Apply 21 Elizabeth 
g ?f>ERl£ N CEt)" NUft&E'S A ltfc— 
hours 3 -11 p. 
m. 
Orthmann'i 
Sanitarium, FES-3468. 
E k f*E R iE N tE b" Wa 1tR e & 
APPLY IN PERSON 
Sun Restaurant. 636 Broadway 
EXPERIENCED 
waitress 
wanted 
part time, evening s. 
Apply In 
jjersan, PL R estaurant 240 Fox 


Factory help wonted, day or nig ht 
sh ift Apply Country Best, Ag ­ 
way Inc., No. P utt Corners Rd., 
New Paltz. N. Y. 
Housekeeper wanted for steady em 
plpyment, 
reference 
necessary 
Phone Fe 1-6072. 
LADY to do housework on Satur­ 
days. 331-0850 


1961 Chevy Impel*—blue, 2 
d r . ® 3 Q U IC K IE S 
cu. In.. auto, trams., w /w a m , ” 
v 
$450. 
338-1589. 
1957 Chevrolet Sedan. 8 cyl., radio 
A hewtwr, g ood tires A g ood m e 
chanrtval oond. 
Some body datn- 
Cai 1 FE 8-1356 after 5 


By K fi Rcy ioMs 


a ge. Call FE 8-135B a fter 5 p. m. 
1964 CHEVY SS, 4 speed, maroon, j 
all extras inc. No reasonable of­ 
fer refused. Call FE 1-2808 after 5 .1 


64 CORVETTE COUPE, 
blue, 4 1 
ag e d. 365 hp. FE 1-7887 or o V 7-| 


1965 Corvalr, 
low 
mileag e, 
g ood I 
tires, 
sell for balance of pay­ 
ments. 679-9201. 
1966 CORVETTE* CONVERTIBLE, 
427—4 SPEED 
__________ CALL 331-3955 
07 Corvette. 
3,000 miles, 
4274001 
h.p., 
convertible. 
2 bops. 
COU 
CH 64563 between 5 and 7 p. m. f 
DEMICC0 MOTORS. INC. 
DODGE STUDEBAKER. RENAULT | 
Authorized Sales 
A Service 
350 E. Chester St. 
F E 1-51991 
1967 DODGE DART D t—driven lessl 
than 5.000 miles, salver w/vinyl I 
top bucket seats, 
floor console, 
other 
extras. 
Immaculate cond. I 
Must setd. call owner, 679-2043. 
66 FALCON Station Wag on, w hite' 
vinyl 
Interior, 
automatic, 
sdcl 
rack, radio, 14,000 mi. 
3384100. [ 
9 a. m. - 5 p. m. 
ERV D eW lT t 
USED CARS 
BOUGHT A SOLD 
EDDYVILLE 
F E « -$l» 7 
19^2 T O R b 
OONV.; 
p.*./ 
auto. 
trans.. 
390 
V8 
eng ine, 
perfect! 
mech. cond. Transmission under! 
w arranty. 679-6578 
— g reen, 41 
dr.. rfch, auto trans. Phone 607-1 


AUTOMOBILE 
SALESMEN 


WE NEED SEVERAL CLEAN- 
CUT MEN. 
WHO WANT TO 
EARN 
$12,000 
to 
$15,000 
A 
YEAR. 
DEMO. 
FURNISHED, 
INSURANCE. 
PAID 
VAC aI 
TIONS. MANY BENEFITS IN­ 
CLUDING A BONUS 
INCEN­ 
TIVE 
PLAN. 
IF 
YOU 
ARE 
WILLING 
TO 
WORK 
AND 
THINK YOU CAN QUALIFY. 
mm 


King Chrysler 


Plymouth Inc. 
ALBANY AVE, 331-8890 


EXPERIENCED 
USED 
CAR 
RECONDITIONER 
OR 
MAN 
WILLING TO LEARN. 
GOOD 
PAY. STEADY WORK, MANY 
BENEFITS. 
APPLY IN PER­ 
SON TO TOM LARSON. 
J erry Martin Pontiac Inc. 
708 BROADWAY 


FOREMAN 
SHEET METAL 
Well known hard g oods mfr. lo­ 
cated within 30 miles radius has an 
excellent oppty. open for 
a fore­ 
man expd. in supervising a sheet 
metal 
fabrication 
dept. 
Salary 
Open. Full fring e benefits. If Inter­ 
ested, please w rite In confidence 
stating exp. A salary desired. Box 
# 16. Downtown Freeman. 
IF 


vou 
are 
brig ht, 
ag g ressive 
and 
have had experience In Inventory 
control, w rite to us In confidence. 
Liberal starting salary, and com­ 
pany paid fring e benefits. Lots of 
room to advance. W rite Box 109, 
Downtown Freeman. 


INSPECTOR 


Electrical 


Experienced on solder 
And solderless termination 
Simple circuitry 


PERMANENT POSITION 
ALL BENEFITS — DAYS 
VARIFAB, INC. 


$87-1411 
Hig h Falla, N. T. 


LAWN WORK 
and g eneral handyman. On* or two 
days weekly to labor day. Prefer 
experienced 
and 
dependable m an 
with own power mower. 
Call or 
w rite M. Starkman, 93 Florecne St., 
King ston. FE 1-6021 (eves.) 


Bottle Gas Driver—W alter D&ven 
port ★ Sons. 
FE 8-2000. 
CASUALTY CLAIMS Adjuster — 5 
yr*. company experience, to ser­ 
vice Mid-Hudson area. 
Company 
car A employ* benefits. 
Reply 
Peerless Insurance Co.. 50i East 
Fayette St., Syracuse, N. Y. 13202. 
Commission Shoe Salesman. Excel­ 
lent 
opportunity 
for 
ambitious 
man. 
Experience preferred but 
not necessary. Excellent company 
benefits. Apply Sears Roebuck 
A 
Company. 
King ston 
Plaza 
phone 331-2300 For Interview. 
Plaza 
or 


E BHWaSher 
MAN far summer resort. 
338-9738 after 6 p. m. 


^ d — KITCHEN 
COU 


JANITOR for apartm ent house, apt. 
avail, on premises. Exc. part time 
job. Apply Franklin Apt*., 338- 
415S. 


LINOTYPE OPERATOR for 2nd 
shift—also hand compositor for 
day shift. 
Experienced In com­ 
mercial work. New plant; excel­ 
lent fring e benefits; 40 hr. hr. 
week; steady; salary open; mov­ 
ing expenses paid; on Long Is­ 
land Sound a t Norwalk, Conn. 
Phone 203-0384048. 


Good pay. 
_ ^ 
LOT BOY 
To be g enerally useful, 
steady work. 
Apply in person 
Eld Mitchell. 
JOHNSON FORD INC. 
____________ 
Route 28 ____________ 
MAN for lig ht delivery service and 
•tock room work. State references 
to Box DE, Uptown Freeman. 
MARRIED^ MAN—to work on dairv 
farm ; must know how to milk & 
do some field work. 
House 
A 
jjg yUej** furnished. 
Phone 914- 


MECHANIC—experienced, excellent 
wag es, many benefits. 
See Bert 
Davis, King ston Bulck, 10 Main 
St. 
MECHANIC 
Immediate opening for perm anent 
auto mechanic. New auto service 
center, excellent salary, steady full 
work week. Contact store manag er. 
CALD0R, INC. 
RTE t & NEIGHBORHOOD RD. 
KINGSTON. N. Y. 
Help Wanted — Female 


T. w hr I t lit 


Help Wanted — Female 


POSITION AVAILABLE 


12:30 to 4:30 
5 Day s per Week 


Answer Phone — Ty ping 


General Insurance Office 


Write UPO Box 291 


Help Wanted—Male 
Help Wanted—Male 


‘We should’v e gotten more belle In the Freeman Want 
Ada—I keep lealng mine In tkoee little holee!” 


WAREHOUSE 


AND 
TRUCK HELPERS 


Must be local married men, licensed driv ers, hav e 
some prev ious ex perience handling furniture, driv ­ 
ing truck and be handy with tools. . . Earn $2.19 
per hour, after 9 0 day try -out, with ov ertime 
and company paid life insurance, Blue Cross-Blue 
Shield, v acation and purchase discounts. . . 


STANDARD FURNITURE 
323 WALL STREET, KINGSTON 
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E M P L U I M E N T 


H e lp W o n te d — M il« 


Nationally advertised food prod­ 
ucts 
company 
desires 
experi­ 
enced mute talesman for estab­ 
lished 
route 
In 
Kingston 
and 
vicinity. 
Guaranteed 
satarv 
against liberal com mis* ions. 
All 
company benefit* Including paid 
vacation*, pension and hospltal- 
zatlon. 
W rite Box 118, Down- 
own Freeman. An equad oppor­ 
tunity employer. 


Need 5 extra men for summer work. 
Need car, neat appearance. 
Call 
3 3 8 
-2 9 8 8 
. 


SKVENTEEN 


Night Cleaner*— full or part time. 
Apply 
Community 
Theatre 
be­ 
tween l and 4 or 7 and 9 p. m. 


N IG H T W O R K - Steady - 2 Men 
unskilled, 4 p. m. to 12 midnight. 
Hospital izatlon, 
insurance, 
etc. 
Apply Ertsl Engineering, 8 No. 
Front St. 


PORTER 


P A R T T IM E 
M A N Y E M P L O Y E E B E N E F IT S 
W E W IL L T R A IN 
A P P L Y IN PE R SO N 9:30-9:30 
ROBERT HALL CLOTHES 


A L B A N Y A V E. EX T ., KIN G STO N 


PR O G R A M M E R S JO B S - all loca­ 
tions. Salary 9 20K. Hudson Val­ 
ley Prof. Placement, 2 LaC,range 
Ave., P ok. 452-0910, 297-8758. 


PROGRAMMERS 


W e w ill find you the position you 
desire with the challenge, location 
and salary you want; 9-20K range 
and, of course, never a fee to you 


HUDSON VALLEY 


PROFESSIONAL 


PLACEMENT 


C A R E E R C O N SU LT A N TS TO 
T H E C O M P U T E R IN D U ST R Y 


IN S T R U C T IO N 


It Pay* To Drive 


Attention - Tractor 


Trailer Training 


NO E X P E R IE N C E N E E D E D 
Continue to earn as you learn 
Train with the best 
Make $180 - $200 per week 
100 Men needed at once to fllil our 
demands from the trucking indus­ 
try. 
Let New England put you in 
the 
drivers 
seat! 
Short 
practical 
course 
nearby 
on 
our 
modern 
equipment 
Member* of the Empire 
State Motor Truck Association. 
We 
supply 
men to over 130 trucking 
companies. 
Ask about our Budget 
plan, 
part 
or full 
time 
training, 
Call Newburgh 565-2480 any time 


U.S. C IV IL S E R V IC E T E S T S ! 


Men-Women 
18 and over 
Secure 
lobs. 
High 
starting 
pay. 
Short 
hours 
Advancement, 
Preparatory 
training as long as required. Thou­ 
sands of jobs open. Experience usu­ 
ally unnecessary. F R E E information 
on 
jobs, 
salaries, 
requirements. 
W rite TODAY giving name, address 
and phone. 
Lincoln Service, 
Box 
108 Downtown Freeman, 


R E A I , e s t a t e f o r s a l e 


A SPLIT LEVLL 
Simmons Plaza Area 
7 rooms, 1 % hcths, formal dining 
room, eat-ln kitchen, 3 bedrooms, 
large recieatlon 
room, 
hot watei 
oil heat, attached garage, nice yard 
completely fenced In , 116,500. 
WILLIAM ENGELEN 
IN D E P E N D E N T B R O K E R 
70 Main St.________________ F E 1-6265 


ASSUMABLE MORTGAGE 


3, 4 or 5 BED R O O M raised ranch 
In "move right In" condition. Full 
dining room & 15' deck for out­ 
door living plus complete unit on 
street level basement of 24' den A 
2 panelled rooms, 
$27,500. 


BERTHA GALLY. Realtor 
B O IC E 'S L A N E — N E A R IB M 
Phone 338-9220 


BEAL ESTATE FOR SALE I REAL ESTATE FOR SALE 
REAL ESTATE FOR SALE 


EXTRA INCOME 


Ideal loc,, I a c r e s , 5 equipped A 
fum. overnight cabins, plus a clean 
modem 6 rm. home A 2 car de­ 
tached garage. 
Must be sold, $22,- 
000 For more details call 


JAMES D. DEVINE, Realtor 
301-4092 
M L S. Office 


R E A L E S T A T E F O R S A L E 


A 10 


Top of my value scale. I* an ex­ 
cellent Colonial raised ranch with 
a large carpeted living room, for­ 
mal 
dining 
room, 
modern 
eat-ln 
kitchen that has copious cabinets 
and built-in oven, range and refrig­ 
erator. Panelled family room, 4 big 
bedrooms, 2 full baths, baseboard 
heat, storm* and screens, and a 2- 
car garage. H urry only $22,700. 


George E, Rodriguez 


Licensed Broker 
338-3324 
549 Albcny Ave. 
246-4697 


Suite 201 
Poughkeepsie 
2 La Grange Ave. 
452-0910 
297-8758 


H A N D Y M A N — 7 a 
m. to 1 p. m, 
Monday thru Sat. $1 50 hr. Must 
be capable with tools. Imperial 
400 
Motel, 
615 
Broadway. 
Not Phone. • 
Do 


H E A D M EC H A N IC 
for 
081 


Responsible 
bus dispatching and merhani- 
work 
m 
well as 
servicing 
organization. 
Approximate 
25 
school 
buses 
ana 
other 
school 
equipment. Salary commensurate 
■with knowledge and experience. 
Applications submitted to: Busi­ 
ness 
Office. 
Highland 
Junior 
Senior 
High 
School, 
Highland, 
New York 12528 


A BEAUTY 
★ 


H I L E V E L R AN CH 


Port Ewen area, 2 yrs. old, with 
kltch., Ilv.-dln.. 3 bedrms., fireplace, 
recreation room, 2 car garage, 1% 
baths, 
closets, 
very 
best modern 
construction. $24,900. 
★ ★ 
RANCH 
★ ★ 


yrs. old, newer exclusive area, 
south on 
Rte. 32. modern kltch., 
Uv. 
rm . 3 bedrms,, bath, attach, 
garage, lge. tot, full basement. Act 
quickly. $17,500. 


338-6683 A L MAY, SA L E S. 


Shatemuck Realty 


Route 
Salesman 
for 
established 
route*. 
Wholesale 
or 
retail, 
5 
days, good pay. benefits. Apply In 
person, 
Hl-Health Milk, 95 Cor­ 
nell St. 


Route serviceman, Immediate open 
ing with nation's finest food ser­ 
vice industry for route man to 
{>rovlde food and vending service 
n Kingston area. 
Qualifications 
Include good personality and re­ 
liability. good driving record plus 
some mechanical ability. 
Excel­ 
lent salary', liberal benefit* Includ 
Ing 
full 
paid 
group 
Insurance 
?4an. vacations, holidays and uni- 
orms 
and 
educational 
allow­ 
ances. 
Phone 383-6161 between 9 
a. m. and 1 p. m. 


SA L E S M A N for sporting goods — 
camera department. 5 to 9 p. m. 
Steady position. Apply Big Scot, 
Route 28. 


S A L E S : Merchandising background 
helps. 
firm. 
Potential $8,000 up. National 
Salary. 
Bonus. 
Car. Start 
$6,000. Call Elm er Eaton. 471-7400. 
S N E L L IN G A S N E L L IN G AG EN C Y 
2 Catherine, Poughkeepsie 


SERVICE STATION 


ATTENDANTS 


P a rt time only, experience neces­ 
sary. 
Apply 
to 
John 
Cassa, 
American O il Service Station, 675 
Broadway. 
________________ 


Service 
Station 
Attendants, 
time. 
Experienced 
only. 
Hess 
Service Station. 351 Ftotbush Ave, 


STO C K M AN — responsible drivers 
license, 5 days, 10 a. m. - 7 p. m. 
Call 331-5586. 
ST O C K ROOM C L E R K — fam iliar 
with machine shop supplies and 
pipe fittings. 
Steady J6b, hos- 
pitaiJzartJion. 
life 
insurance. 
E r 
tel Engineering Co., North Front 
St. 


STOCK WORK 


P E R M A N E N T — 5 D A Y S P E R W K 
H O U R S 8 TO 4:30 
M A N Y CO M PAN Y B E N E F IT S IN ­ 
C LU D IN G C O M PA N Y P A ID G R O U P 
IN SU R A N C E, 
H O SPIT A L IZ A T IO N , 
PE N SIO N , GOOD S T A R T IN G S A L ­ 
A R Y. 
A P P L Y IN P E R SO N 
B A R C L A Y K N IT W E A R 
R te 9W 
Port Ewen, N. Y. 


Attention Veterans 


F A L L IN L O V E A G A IN —with this 
adorable 6 rm. Colonial, modern 
kitchen A bath, 1 acre, a dream 
at only $15,500. 
H E R I T A G E 
R EA L T Y , 331-8135 


INCOME PROPERTY 
Being transferred, must sell 5 unit 
apt., 
uptown. 
Fully 
rented, 
$300 
mo 
Income. 
$16,900, Owner, 331- 
4095 


Income Property 


In A-l cond, 2 modern apt*., 5 rm* 
eaeh, 2 ear garage, lge. rorner lot. 
Low taxes Asking $12,500. 
338-1889 


Krom & Canavan 


F E 8-5935 


NEW HOMES 
AVAILABLE NOW ! 
Beautiful Simmon* Park, Snugertles, 
N. Y. 3 A 4 Bedroom Models Priced 
from $16,800. 
Attractive financing 
Model Open Daily, 1:30 to 8 00 p m 
W e will also rustom-bulld on your 
lot, 
Dutch Settlement, Inc. 
Phone 
246-8340 


In W. Hurley Area 


4 F A M IL Y H O U SE— A-l condition, 
excellent 
for 
professional 
bldg.. 
Fair St 
Also City lot. reas. W rite . 
Box TC. Uptown’ Freeman 
;I-*rge 4 bedroom Cape Cod. spacious 
_ --- --------- ----- --- living 
room w/flreplace, 2 
baths, 
$1 ? S S O 
lRC' 
eat- ln kitchen, family 
room, 
’ 
. 
screened 
In porch, 
full basement. 
For sale or exchange, 
U th Ward, lge. 
wooded lot, excellent location 
good 
location, 
2 
bedroom 
biirk for 
children, $25,tgH>, 
ranch, ultra modern, ceramic tile 
p 
i 
w / t 'm f n 
both, neat as a pin. extra i>»t w/ 
• • 
W 1 ,111 1\ 
shade tree*, patio; shrubbery, land- jO L 7-8998 - OR 9-6429 - OR 9-6745 
- < • < ,! 
Realtor 


Now, for under $130 a month, 
may purchase this very desirable 
bedroom house. If you act before 
vour G.I. rights expire, you w ill be 
able to move In bv Ju ly 1. Living 
room, modern kitchen, with dining 
area, finished fam ily room and 1- 
car 
attached 
garage 
plus 
2 
full 
baths, 
110 
x 
110 
lot. stove and 
alum 
screens 
A 
storm 
windows 
all add up to an exceptional buy. 
If the banks find your credit good 
and 
your 
income 
sufficient, 
you 
may not need any cash down. For 
appointment call: 


rom and Canavan 


Benson Krom Jr. - Sales 
338-5935 
M LS 
Eve* 338-7040 


rs JOS. F. SACC0MAN 
IT SPARKLES 


2 B.R. House, 2 acres land, outside 
bldgs. A garage; long road front­ 
age; on Canoe H ill Rd., Town of 
Saug.. walk dist. to Village, *4.- 
000. 
Terms. 331-5741. 
3 BD R M S. playrm ofT kuch.. oil hot 
air, air cond., 90x100. $18,500. 
35 
Guyton St. F E 8-2961 No brokers 
4 BED R O O M S— lge. rec. room. DA 
baths, full cellar, garage, fenced 
wooded backyard. In Windemere 
Saugerties. Owner. CH 6-2547. 


286 
59 y 
W J 
ears 
A L L S 
of service 
ST. 338-1998 


A GREAT PLACE 


TO COME HOME TO 


\ 
charming 
2 
storied 
Colonial, 
gleaming white with dark shutteis 
and eight rooms of complete relax­ 
ing living In a top suburban sec­ 
tion on Its own tree shaded acre. 
Transferred owner offers regretful­ 
ly at $27,900. W hy not make It 
vours? 


O’Connor - Kershaw - 


Sanglyn 


Realtors 
M-L-S 
241 W all Street 
338-7100 
Eve. 
331-5254 
331-7314 


BRAND NEW 


4 and 6 Bod room quality homes; 2 Vi 
baths, 
living 
room, 
dining 
room, 
eat-in 
kitchen 
w/barbecuc. 
extra 
large 
playroom 
w/bar A 
marble 
fireplace, 
laundry, 
2 
car 
garage, 
many extras. 2V4 acres wooded lot, 
Onteora 
school 
dist. 
Lower 30 s. 
Compare. 
Also build to suit; lots 
available. 
Cali Builder, 
OR 9-2606, 
F E 8-8582. 


F E 8-5400 
F E 1-1805 


FORSYTH PARK AREA 


Brick and frame bungalow, 2 bed­ 
rooms, expansion attic, modern kit­ 
chen, living room, 
ga« heat, 
full 
basement, 220 wiring, patio, awn­ 
ings, 
blacktop 
driveway 
and 
at­ 
tached garage 
Price $15,900. 


Beautifully 
kept 
brick 
A 
frame 
split level In desirable location, set 
on a deep lot, 3 airy bedrooms, 1 Vi 
baths, attractive living room, love­ 
ly panelled family room, plenty of 
closets, utility room, workshop. A 
truly good buy. 
Price $17,500 


O'CONNOR & FOX 


REAL ESTATE 


has your new home in our 
files 
(and 
500 
photos 
also) and will sell or trade 
your old one too! 


PHONE 338-3444 
609 ALBANY AVE. EXT. 


KEAL ESTATE FOR SAUK 
REAL ESTATE WANTED 
THINK $17,850 THINK 
assured ^ 
« 
• 
r 
In L k e Katrine 
R. F. PAR D EE 


V sP*1^ 
’ 
ICCWry- overlook- LU C A S AVE, E X T D IA L F E 1-6941 
ing N.Y.S. 1 hruway, excellent, con- 
CITY — C O U N T R Y 
illt Ion. 
3 
ultra 
modern 
bedroom 
—----- — , 
» 
ranch, 
hrerzrwav, 
garage, 
loti BOICE'S LANE. O P P O S IT E IBM 
100x125 
You'd better hurry! 
1 L IS T - R EN T 
B U Y — S E L L 
J p s j - sag co m a n Mary <>■ 
I Vk, 


Time for a Change 
FE 8-5138 


B E N S H E R M A N 
SA LESM A N Yvonne Curran, FE 8-8519 
SHATEMUCK REALTY 
K to m & C a n a v a „ 
59 Years of Service 
338-1996 
After 5 F E 1-3814 


FO R 
T H E 
S W IN G 
AND 
S L ID E 
S E T —pretty, hilly 2 acres. 5 rm. 
ranch with fireplace. 
Wonderful 
place 
to 
grow 
kids. 
$13,900, 
H E R IT A G E R E A L T Y . 331-8135 


M L S 
338 5935 
Realtor 


INCOME PROPERTY 
(4) 4 room cottages, 
fum.. ( I) 3 
room cottage, 
oil 
heat. 
20 acres, 
road and creek frontage 
246-4782 


2 + 2 


For The Bride 


An 
attractive 
spilt 
level 
In 
the 
Woodstock area with a view of the 
mountains. Spacious carpeted living 
room, 
modern 
kitchen, 
dinette. 
3 
good 
size 
bedrooms, 
1 b a t h s , 
large 
family 
room, 
storms 
and 
screens 
and 
attached 
garage, 
$17,500, 


George E. Rodriguez 


Licensed Broker 
338-3324 
549 Albany Ave. 
246-4697 


KINGSTON 


This you M U ST see 
Modern split 
level 
In 
prime, 
walking 
distance 
area. Finished basement with play 
room, 
garage, 
tremendous 
plus 
rentable 
efficiency 
apt. 
to 
cover 
taxes. See It today for a best buy. 


BERTHA GALLY, Realtor 
B O IC E 'S L A N E — N E A R IB M 
Phone 338-9220 


O N LY IF 


YOU WANT 


4 bedrms. and In a ranch house 
less than 10 years old. A modern 
kitchen, dining area, living room, 
2 
baths, 
full 
basement 
with 
fin­ 
ished rec. room and 1-car attached 
garage Is all that could be naked 
for. And then on a 110 x 110 lot 
with $350 a year taxes for only 
$15,500 Is still more than expected 
with the scarcity of homes now for 
sale. So see this on* quickly be­ 
fore Its gone. 


Krom & Canavan 


Benson Krom Jr. - Sales 


338-5935 
M LS 
Eve. 338-7040 


80 A C R ES—all wooded, small brook, 
road front. 8 mi. Thruway Exit 
519. 
$13,000. 
Terms 
available, 
wner F E 8-2589 (nite F E 8-4548) 


41/2 ACRES 


Of lovely grounds, a good building 
lot Included 
2 *tory, 
4 bedroom 
house w/ a large living room w/ 
brick fireplace 
dining room, both 
have 
hand-pegged 
floors. 
Large 
kitchen w/cab„ range A dishwaan 
er. 
Plenty of closets. 
Hot water, 
oil heat. Plus 2 Income cottages, 
which have 1. r., kitchen, bath and 
2 bedrooms. 10 mln. from city. A 
good buy at $21,500. 


Janet Cioswell, Sale* 


338-3343 


Krom & Canavan — Realtor 


338-5935 


4 Bdrm House in exc. cond., nr. 
Public A Parochial Schools. Llv, 
rm , dining are*. 2 ceramic baths, 
encl. 
12x15 
porch, 
nicely 
land­ 
scaped. fenced-in yard. 5 mln. to 
IB M . 
D U 2-2592. 


BRICK CAPE 


with an Ideal traffic plan. 3 or 4 
bdrms., or if prefer 3 bedrms. & 
formal dining, eat-ln kitchen, town 
water, alum, a/s, breezeway w/att. 
garage, rear screened porch, 
new 
roof, low maintenance. 
Surburban 
setting. 


F E 8-8711 
$16,900 
F E 1-4393 


RALPH J. CARPINO, Realtor 
220 H urley Ave. nr. Thruway, M LS 


Free Mortgage 


Cou n selin g 
Stop in, or 
Pho ne 
338-6800 
E!xt. 101 
for app’t. 


273 Wall St. 
Kingston 


Going, Going G ... 


An attractive ranch with a spacious 
living 
room, 
modern 
kitchen, 
di­ 
nette, 3 nice size bedrooms, ceramic 
bath, full cellar and attached ga­ 
rage 
Just 
$500 
down, 
asking 
$14,500. 


George E. Rodriguez 


Licensed Broker 
338-3324 
549 Albany Ave, 
246-4697 


Lake Katrine 


y 4 Acre 


A 
5 rm. 
bung 
on a completely 
fenced \ ac. lot In desirable Lake 
Katrine offers you an eat-ln kit., 
llv. rm., 2 generous size bdrrhs. * 
enc. porch. A full bsment. with 1- 
car gar., alum, s/s A k maintenance 
free exterior is all In the asking 
price of $14,500. This N E W L IS T ­ 
IN G ha* Just been added to our 
choice 
selection 
of 
many 
lovely 
homes waiting for your Inspection. 
C A L L TODAY. 


Adele Royael, Realtor 


53 Albany Ave. 
. Near Park Diner 


■ 
I ■ 
desirable Hurley area w ill 
this appeal to you. 
Such as: a custom built 
Cape with 2 fireplaces; wide 
pine floor* and almost 2 
A C R ES of 
beautiful 
land 
at 
a 
sensible 
price 
of 
$23,600. Beit«r H orry! 


O'CONNOR A FO X 


401 Albany Ave. Extension 
3S 8-3444 
formerly 
Harold W . O'Connor, Realtor^ 
Prestige Community 


And thl* I* where you would want 
to buy a new house, particularly If 
Its In Elmendorf Hgts. Thl* colo­ 
nial-styled 
raised 
ranch 
ha* 
Just 
been completed and taxes on thl* 
house won't be too steep It has 4 
bedrms. with a possible 5th down­ 
stairs. There are 2 fireplaces, one 
In the huge living room and one In 
the 
finished 
wood 
panelled 
rec. 
room. 
Ultra-modern 
kitchen 
with 
b/l and dining room plus the 2-car 
garage and sun deck off rear of 
house adds up to a $33,500 price 
and Its built on one of the nicest 
three-shaded lots available. Call up 
to see this house now. 


Krom and Canavan 


Benson Krom Jr. - Sales 


338-5935 
M L S 
Eves. 338-7040 


Yes, this 4 bedroom raised ranch! 
will 
be ready 
by the middle of 
June or sooner. 
Also choose tile 
colors of bath, 1 up and 1 down I 
Fireplace In living room plus a 1-j 
car garage all adds up to a price1 
of $24,500 and In very nice loca­ 
tion 
For appointment to see, call 1 
Krom and Canavan 


Benson Krom Jr. - Sales 
1338-5935 
MI<g 
Ev«i, 338-7040j 


Total $1,300 Cash 


Handyman’s Dream 


6 room — 2 story 
3 bedrooms 
Kingston City 
City W ater 
City Sewerage 
Monthly payment og $102 Include* 
Principal, Interest A Taxes 
Hot water oil heat with 
domestic hot water off boiler 
not too much work make* 
this a wonderful buy 
Call 
owner, 
F E 8-2082 
or FK 8-5870 _________ 


TOWN OF ULSTER 


8 room ranch on approx. % acre. 
Living room 15 x 23 ft 
A all oth­ 
er rooms are oversize* 
plus com­ 
plete living unit In yard level base­ 
ment. 
Ideal 
for 
In-law or office. 
Should be Inspected for all extras. 
$31,800 


DEV1TT REALTY 
P R O F E S S IO N A L R E A L E S T A T E 
A M O R TG AG E S E R V IC E 
33R-1I05 


FARMS - ACREAGE 


N. B, 
IM M E D IA T E CASH 
GR O SS 
2 JO H N 
F E 8-4567 


FO R R E A L R E S U L T S C A lX 
C. D. MORRIS 
277 F A IR ST, 
F E 1-5454 


338-4900 
M.L.S. 


LIST WITH W. ENGELEN 


IN D E P E N D E N T B R O K E R 
70 Main St. 
F E 1-6265 


99 Acres, 8 rms., D4 batns, modem 
farm house. 
Flat land, Ideal for 
developing. 
Call owner, days or 
ever, 516-CH 9-3686 or P L £-3421. 


A LA N F. SIM M O N S 
R E A L T O R 
Woodstock 
679-2228 


S T O R E C L E R K , full time. Apply 
In person Hub Delicatessen, 728 
Broadway. 
Wanted— Experienced stock clerk— 
Trailw ays Garage, 495 Broadway. 
F E 1-0744. 
W A N T E D — Part Time Cook 
5 p. m. to 9:30 p. m. 
For Info. Call 
Situa tio n Wa nted—Fema le 
Babysitting in your home days or 
nights. 
F E 8+067. 
Ironing done in my home 
Phone 331-8292 
I would like to baby-sit In your 
home, days or nights. 
Best ref­ 
erence* available. F E 1-1749. 
1 or 2 children to care for In my 
home, summer or yearly. Coun­ 
try home, large play yard 
Have 
4M> year old daughter for play­ 
mate. 
Phone 626-7815. 


A remodeled 2-bedroom home on 2 
acres of land. Modern cab. kitchen 
w/bullt-ln 
oven/range, 
lg. 
comb, 
refrlg.-freezer, 
washer 
A 
dryer. 
Baseboard hot water heat. Alum, 
siding A s.s. New 2-car garage w/ 
blacktop drive Taxes $260. 10 mln. 
from city. Plenty of privacy. 


Janet Croswell 
338-3343 — Sales 


Krom & Canavan 
338-5935 — Realtor 
elp Wa nted—Ma le o r Fema le 
)O K — for 
summer 
resort. 
338-9738 after 6 p. m. 
CaB 


R E S S E R , experienced on dresses. 
Hand or machine. Faymo Sports­ 
wear, 57 Pine Grove Ave, 
331- 
3263. 
T E A C H E R S 
I f you have decided to leave the 
teaching profession It w ill pay you 
to 
Investigate 
the 
opportunities 
with Field Enterprises Educational 
Corporation. 
Many of our full time 
employes 
are 
former teachers 
or 
administrators. 
If you are happy 
In 
the 
teaching 
profession— stay 
with It. 
If you have definitely de­ 
cided to leave, contact us. 
W e mer­ 
chandise 
5 top 
educational 
prod­ 
ucts and need well educated men 
and women to become part of our 
management staff. 
Excellent base 
salary 
plus 
insurance, 
bonuses, 
profit sharing for retirement. 
Op­ 
portunity for growth to executive 
gwitions Is unlimited. 
W rite Mr. 
ichard Shapiro. 
Titusville Road, 
R D #2. Poughkeepsie, N. Y. 12603. 
State 
phone 
n u m b e r._____________ 


A 7 ROOM BRICK 


$10,200 
Central 
location 
off 
Broadway: 
could be used as 2 fam ily; has 2 
baths; hot water heat; nice yard 
for children. 


W ILLIAM ENGELEN 
IN D E P E N D E N T B R O K E R 
70 Main St. 
F E 1-6265 


SH O R T O R D E R COOK 
11 P. M. TO 7:30 A. M. 
A P P L Y R U B Y H O T S H O P P E 


Male 
Female 


★ TEACHERS ★ 
Kingston Employment Agency 
290 Fa ir St. 
331-6060 
H e lp W a n te d — M a le & F e m a le 
★ D A tLV 
L i s ti n g s ★ 
A L L F IE L D S 
Kingston Employment Agency 
290 Fair St. 
331-6060 


IN S T R U C T IO N 


ALL AMBITIOUS MEN 
D R IV E T R A C T O R T R A I1 .E R S 
Come Train N o w - P a y When W ork­ 
ing Quality Training will train you 
to earn up to $250 per week and 
hgher. Train on all makes & models 
of equipment, nearby in your spare 
time. Class 1 License on completion 
Licensed 
A 
Accredited 
program 
Earn while learning. 
Phone F E 8- 
1232 any time. 


A Question? 
iwiU your new 
home have 
CABLE TV 
Call 331-17H to be sure 
Kingston Cablevision, Inc. 


$16,400 


★ ★ 
-k A 
Call 331-6766 
C H A R L E S J. T U R C K 
★ ★ When Buying or Selling ★ * 


A sacrifice at $3,900. 
Ju st redeco­ 
rated. 
5 rooms and bath. 
102 
McEntee St 
Drive by and look. 
No renters please. 
331-6721 
or 
331-6151. 


Ask Reta 


R eact 
quickly, 
country 
home, 
3 
acres, large modern kitchen, en­ 
closed 
porch, 
3 
bdrms, 
2 
car 
garage, 
nicely 
landscaped, 
ask­ 
ing only $15,950. 


Exceptionally good value, nice 2 
story, 3 bdrms,, large lot, locat­ 
ed 
In 
the 
3rd 
ward, 
asking 
$12,500. 


T e rrific value, 2 bdrms., B B / H W 
heat, also 2 rm.- cabin on prop­ 
erty, located 011 main road, ask­ 
ing only $10,600. 


A nxlous to sell, nice 2 story, 3 
bedrms., 
hot 
water 
heat, 
low 
taxes, enclosed sun porch. 2 story 
garage, terrific buy at $15,500. 


. RETA H. FREDERICK 


Realtor 


F E 1-0621 
M L S 
F E 1-0735 
East Chester By-Pass 


BRICK 8c FRAM E RANCH 


OLD HURLEY 


A 
spacious thra* bedroom home, 
with attached garage on a “ King 
Sized” lot la one of the most de- 
sireable areas of the • community. 
Modestly 
priced 
at 
$17,000— E N ­ 
JO Y fine living at a budget price 
Call 


O’Connor - Kershaw - 


Sanglyn 


Realtora 
M-L-S 
241 W all Street 
338-7100 
Eve. 
331-5254 
331-7314 


H i Partner 


Tired 
of 
being 
cramped? 
W ell 


L O V E L Y R A N C H — 100 x 120, wall 
to wall carpet, 4 lge bdrms., 2 
full 
baths, scieened sun porch, 
eat-ln 
kitchen, 
full 
bsmt. 
338- 
7769. 


FRANK D McSPIRIT 
BU Y — S E L L — L E A S E 
338-3500. 1 John St. (cor. Clinton) 
O’Connor - Kershaw - 
Sanglyn 
M U L T IP L E L IS T IN G SERVTCK 
R E A L T O R S — 241 W A L L 
FE 8-7100 


GEORGE E. RODRIGUEZ 


MONDAY T H R U SA TU R D A Y 9 to 5 
E V E S . A SUN. BY A P P O IN T M E N T 


838-3324 
549 Albany Ave. 
246-4697 


Over 50 Years of Active Service — 
List Your Property With Us 
Shatemuck Realty 


BERTHA GALLY. Realtor 
B O IC E 'S I*AN E — N E A R IB M 
Phone 338-9220 


W E L L K E P T older country home. 
6 rooms, garage. \ acre. 5 ml. from 
Kingston, reasonable. F E 1-4334. 


Q U IC K 
S A L E — 
modern 
7 
rm. 
ranch w/porch A alum, front sid- 
ing, <10,000. Call OV 7-9034 


RAY CRAFT 


IN D E P E N D E N T B R O K E R 
42 Main St. 
F E 8-1008 


R E A L ACTION W H E N 
YOU L IS T W IT H 


LORETTA NEWMAN, INC. 


688 Broadway 
F E 8-1577 


WHY RENT 


W'hen you can own a home of your 
own? 
Assume 
owner’s 
mortgage 
and for paymenta of $112 a month, 
you can be the new owner of thl* 
very attractive ranch. 3 good sized 
bedrooms. large living room, ver 
modern 
kitchen 
with 
b/ln 
appl! 
ances nice lot, handy for shops and 
buses. Don't miss this opportunity 
Asking $15,750 


Yvonne Curran, FE 8-8519 


Krom & Canavan 


M L S 


R E D HO OK 


3 bedroom ranch, 
100% mortgage 
available, no eloalmg cost*. 
Askinj 
$9,200 


N. G A F F N E Y . Broker, F E 8-4807 


LUXURY HOME 


5 bedrooms are found In this ex 
cellent 9 room raised ranch. There 
is a huge living room, dining room, 
modern kitchen with all bullt-lns 
plus 
a 
finished 
fam ily 
room 
on 
the first level. Situated on approx. 
% acre with a 2 car garage with 
overhead sun deck. Extras Include 


R H IN E B E C K —Country, over acre. 
5 bdrms., 1V4 baths, vacant, lots 
of trees, many poss! bill tie*. Ask­ 
ing $16,500. 
Make offer. 
Many 
other home*— prices reduced. 
A 
Fraleigh, Broker, E. Market St 
T R 6-341^, T R 6-3416.___________ 


4 Rooms A bath bungalow on 2H 
acres of lend. 
Located cm Pros­ 
pect St.. 
Port Ewen, nr. shop- 
ing 
Very 
reasonable. 
Phone 


come set the rar.ch houM. IU buHl 
dryer. flreplacf lcrM n , 


f J e . onfy 15 m lnuw l to K lw t S n ' dr^ " ln 4 rm ‘ " * nd lu h w .h e r 
There’s the large living room, mod­ 
ern kitchen, nice family room, 3 
big bedrooms, 1% baths, baseboard 
heat, storms and screens, sizeable 
porch and garage. $20,200. 


George E. Rodriguez 


Licensed Broker 
338-3324 
549 Albany Ave. 
246-4697 


BUILT TO ENDURE 


About 250 years ago— 6 room stone 
colonial, 
2 
fireplaces, 
exposed 
beams, hot water oil heat. Insulat­ 
ed attic, extra large lot, good city 
location. Only $25,000. Fo r Inspec­ 
tion call: 


JAM ES D. DEVINE, Realtor 
331-4092 
M .L.S. Office 


S U y 
S E L L 
- 
U S T 
* 
R E N T 
Buyers W aiting * Listings Wanted 
C L A U D E B U R G E R . B R O K E R 
331-6033, 709 Albany Ave. Ext. 


CHERRY HILL 


Best location—5 min. to all busi­ 
ness areas A IB M ; 3 lge. B .R .; Mv. 
rm. w/fireplace; formal D .R .: mod. 
kitchen 
w/nook, 
b/ln 
appliances; 
den; rec. rm. (part fin.), 2-car gar. 
w/sundeck. 2 full baths. Prlc* reas. 
Lge. Assum. mtg. 
P H O N E 331-7471 
C IT Y H O M E 


4 bedrooms, w/w carpeting, garage, 
hot water heat, large lot. 
Asking 
$16,500. 


3 bedrooms, 2 car garage, near A l­ 
bany 
Ave. 
Assumable 
mortgage. 
Asking $12,600. 


5 rooms and bath, George W ash­ 
ington School area. 
2 car garage. 
Asking $11,000. 


HI-RANCH 


V E R Y N IC E C O N D ITIO N 


$24,500 


3 or 4 bedrooms. 2 full baths, mod­ 
em kitchen, dining room, large liv­ 
ing room, family room, 2 car ga­ 
rage, acre plus. 
Onteora School. 


L U N D 


338-4571 
Broker 
679-2810 
Rt. 28 Onteora Trail, Kingston 


and refrigerator. 
A ll thl* In the 
Saugerties area 
for only $27,800. 
Act now, for a house like this Is 
ln big demand. 


Krom & Canavan 


Benson Krom Jr. - Sales 


338-5939 
M LS 
Eve. 338-7040 


M A IN 
ST., 
Kingston— best 
are*, 
lovely home, modem rms., sunny, 
sacrifice 
price, 
$13,500. 
Owner, 
914-789-3181. 
35 
Member Firm s 
, 
Help You B U Y or S E L L 
M U L T IP L E L IS T IN G S E R V IC E 
M O D ER N — 3 bedrm., split level 
home 
with 
panelled 
den, 
1% 
baths, attic and basement. Ruby- 
Saw klll Rd. 
F E 1-2175. 


Homes for sale In Red Hook. $19,- 
500 on 100x116 plot. 
6 rm. ranch 
w/flreplace, 
tile 
bath, 
lge. 
liv. 
rm. & din. mi. 
Middle Road A 
Rokeby 
Rd., 
Red 
Hook. 
Call 
P L 8-3421 day or night ___ 


2 HOUSES 


H O M E AND IN C O M E 
Ownere 5 room cottage with either 
2 or 3 bedrooms, modern bath, gas 
heat. 
Rental- 
5 % 
room 
cottage 
with 2 bedrooms and den or 3rd 
bedroom. 
Modern bath, hot water 
heat. 
All on big lot In Port Ewen 
area. 
Offered at $17,500. 


JOHN A. COLE, INC. 


F E 8-2589 (nites F E 8-4548) 


HUNT FARMS 


Oriole 
Drive, 
Woodstock. 
New 
2 
story colonial home, 5 bdrms., 2y% 
baths, playrm. w/fireplace off kit­ 
chen. Tree shaded lots. Immediate 
occupancy. 
Call 
Dutch 
Settlement 
Inc. Phone 246-8340 for further In­ 
formation or appt. for inspection. 


H u rley 


$22,000 


centrally 
located. 
8 
room 
home, 
Asking $8,500. 


N. G A F F N E Y . Broker, F E 8-4897 


A 
S M A L L 
D O W N 
P A Y M E N T 
A 
this three bedroom rancher on a 
large lot is yours. 
Total 
price 
$10,500— good credit and a reason­ 
able income required by FH A . A 
phone call 
will 
get all details. 
O'CONNOR - K E R S H A W - SA N G ­ 
LY N , F E 8-7100. 
Eve. F E 1-5254. 


Doctor, Lawyer, 
Company Chief 


An Ideal home for the professional. 
Situated on 2 acres in a desirable 
residential area, 1 mile to Kings­ 
ton. A very charming home with 
handsome redwood siding. Inside, a 
spacious living room with a floor 
to ceiling fireplace, a dining room, 
ultra-modern kitchen, 3 nice bed­ 
rooms, 
2 full baths, family room 
and partly finished den. 2 car ga­ 
rage. Asking $27.0Q0. 


George E. Rodriguez 


Licensed Broker 
338-3324 
549 Albany Ave. 
246 4697 


This 3 bedroom ranch ln desirable 
Hurley 
meets 
the 
needs 
of 
the 
growing 
family. 
An 
exceptionally 
well planned home with an abun­ 
dance of closet space, kitchen has 
separate dining area plus formal 
dining room, living room offers a 
floor to celling fireplace, 3 sizeable 
bedrooms, 
2 
full 
baths 
and 
full 
basement. The lot Is 100 x 100 on 
a dead-end street with a tree-shad­ 
ed back yard. Don't miss out on 
this one! 
Call us now, we'll be 
proud to show It to you. 
Adele Royael, Realtor 


338-4900 
M I* S. 
53 Albany Ave. 
Near Park Diner 


IF YOU SEE IT 
YOU’LL LIK E IT 


This cozy 3 bdrm. 
ranch located 
ln Lake Katrine. Lge. llv. rm., eat- 
in 
kitchen, 
full 
dry 
bsmt., 
plus 
lovely tree shaded yard, make it a 
good 
Investment 
In 
your 
future. 
Asking $18,800. Call us today for 
an Inspection. 
Adele Royael, Realtor 
338-4900 
53 Albany Ave. 
M.L.S. 
Near Park Diner 


MORTGAGE LOANS 


NO Application Fee 
NO Appraisal Fee 
NO Commitment Fee 


RATE 6% 


We believe placing your 
loan with us will be to 
your Advantage. 


R0ND0UT SAVINGS 


BANK 


26 BROADWAY 


Phon* F E 1-0073 


M E M B E R F E D E R A L D E P O S IT 
IN SU R A N C E C O R PO R A TIO N 


Must sell 4 bdrm. Cape Cod w/encl. 
breezeway & att. gar. Lge. play­ 
rm. in bsmt.,' 3 zone h.w. heat. 
Blue Mt. Manor, Saug., 1% ml. 
from new grade school, $16,900. 
Catskill, 943-3159. 


m u s t S e l l 
1H yr. old Hi-Level Ranch — 8 
rms.. plus 1 Vt baths; large fenced- 
in 
yard; 
alum. 
S 
A 
S; 
many 
extras. Price $21,450. 
246-7629 after 
5 p. m. 
-raised ranch, 
bedrooms, 2 car ga 
Nearing Completion 
2Vz baths. 4 bedrooms. 2 car g 
rage, wooded section. 
Near Blue 
Mountain School, Saugerties. $24,- 
990. 
Call Builder at 246-5968. 


NEED 4 BEDRM.? 


M ay we show you this excel­ 
lent colonial style home with 
f/pl. & fam 
rm .? Situated on 
1 
wooded 
ac. 
in 
the 
Wood- 
stock area. Offered at $30,500. 


O R 


In the Lake Katrine area— a 
4 bdrm. modernized brick co­ 
lonial with 3 1 j ac A lge. barn. 
Featured at $26,900. 


Adele Royael, Realtor 
338-4900 
53 Albany Ave. 
M L S . 
Near Park Diner 


Ding 
\ 
338-9128. 


Room* A 
bath, 
kitchen w/appltances. 
rage 
Phone 338-1645 


birch 
cabinet 
2 car ga 


338-5935 
Realtor 


286 W ail St. 
F E 8-1996 


NORMAN GAFFNEY 
R E A L E S T A T E 
F E 8-4897 


RALPH J. CARPINO 


L IS T 
R E N T 
B U Y 
M .L.S. 
F E 8-6711 220 Hurley Ave. F E 1-4393 
R E A L E S T A 'Ir. 


Defined a* a fixed commodity yet 
It is "A lw ays Moving” 


TO S E L L 
TO BU Y 
“ L E T M E T R Y ” 
R E T A H. F R E D E R IC K 
F E 1-0621 


STONE RIDGE REALTY 
P H O N E 687-7172 


TIM I. DOYLE 
L IS T - BU Y - S E L L 
F E 8-6520 
206 TenBroeck Ave. 
“t o 'suy d ir s m r - call 
maynard mizel 


221 
Albany 
Ave. 
F E 1-2666 


Woodstock— 440 acres, farm house, 
garage, swimming pool, 1,000 ft 
frontage, new county rd, $100,000 
Saugerties—Stone 
& 
frame 
farm 
house, 13 rms., fireplace, 8 acres, 
brook, good road. $18,500, Terms. 
Owner. 
William s. 
Rte. 
2, 
Box 
292, Saug. CH 6-6745. 


ULSTER REALTY 


W IL L G E T YOU R E S U L T ! 
Phone 338-1513 


VERA BISHOP 


R E A L E S T A T E B R O K E R 
ST O N E R ID G E 
OV 7-6881 


Wdstk-Bearsvlile 
area, 
3 
bdroom 
ranch, w/kit., din area, llv. rm. A 
new fam 
rm., pantry, workshop 
A unllm. st’r ’ge area. Avail. Ju ly 
1. 679-6078 for appt. Ask $14,300 
W O O D STO CK R riA L E S T A T E 
L. B. STO W E L L , R EP . 
JA C K C IT R O E N 
679-2800 W O O D STO CK 
Y5U CAN ST O P D A Y D R E A M IN G 
— Brick 
A 
alum., 
6 rm. 
home, 
fireplace, delectable kitchen Must 
be 
seen. 
$25,500. 
H E R IT A G E 
, 331-8135. 
R E A L T Y , 


We Have Buyers • 


List Your Property Now 
23 Years Experience 


Walter H. Caunitz • 


27 John M LS R E A L T O R F E 1-6968 


W EIDER SOLD OURS 1 


WHY NOT YOURS? 


Call to Hat, P. J . W E ID E R . Realtor 
O L 7-8998 or OR 9-6429 


7 ROOM H O U SE— with lge. heated 
arage on premises. Phone CH 6- 


Roosevelt Park 


Exceptionally nice home now avail­ 
able, 3 bdrms., formal dining rm., 
large living rm.. den, modern kit­ 
chen, det. 
garage, brick fireplace, 
nicely 
landscaped, 
owner anxious 
to sell, asking only $23,500. 


Fred J. Wadnola, 
Sales - 331-1434 


RETA H. FREDERICK 


Realtor 


F E 1-0621 
M L S 
F E 1-0735 
East Chester By-Pass 


ROOSEVELT PARK 


Is desirable but tha lots 
are a little tight? 
T H E N , see this 7 room 
beauty with steam heat by 
oil; and a big (100x157') 
lot with cook-out privacy. 
P R I C E D unbelievably 
low at $20,700. 


O’CONNOR & FOX 


609 Albany Ave. Extension 
F E 8-3444 
formerly 
Harold W . 
O'Connor. Realtor 


B U IL D IN G LO TS with A-l location, 
city water, sewer curb, sidewalks 
and paved street, $3,500 each. 
JA M E S D D E V IN E . Realtor 
331-4092 
M LS Office 
Building Lots nr. IBM , bus service. 
$1,000 & up — Bank Approved 
N. Y. Title Insurance Policy 
T H R U W A Y R E A L T Y 
F E 8-9412 


R O S E N D A L E 
H E IG H T S 
oulldlng 
lots, 50 x 150 ft. $350 each. Your 
own terms. 
JOHN DELLAY, OWNER 


Rosendale 
658-9804 
R O O S E V E L T P A R K —large 3 bed- 
rom brick 
ranch, 
2 full 
baths, 
elec. built in stove, dining room, 
lge. llv. rm. w/fireplace, garage, 
mid 20 s. 
F E 1-7589. 
SA B IN O BROS. 
Lake Katrine. N. Y. 
DU 2-2141 
DU 2-2708 
• Custom Built Homes 
• Choice Lots Available 


SAUGERTIES AREA 


H IG H level 4 bedroom plus den on 
lovely fenced lot with trees. Trans­ 
ferred owner offers at $22,500. 


BERTHA GALLY. Realtor 
B O IC E 'S L A N E — N E A R IB M 
Phone 338-9220 


S A U G E R T IE S 
Ranch, 1 acre, lge. liv. rm. w/foyer, 
din. rm., kitchen with R/O, 
util, 
rm., 3 bdrms., full ceramic tile bath, 
panelled fam. rm, w/flrepl. and slid­ 
ing drs. to lge patio, att. garage, 
tower antenna, S/S. 
Beautiful view 
of 
mountains, 
located 
in 
Blue 
Mountain. 
$20,000. 
Call CH 6-2585, 
no brokers. 


DUTCH SETTLEMENT 


Simmons Park. Saugerties, N. 
V. 
New section opening for early de­ 
livery. Select vour lot now in this 
lovely area. Model open daily 1 ;30 
to 8 p. m. Phone 246-8340. 
Estate: 
High 
Fails, 
New 
York. 
School House Hill. 
2 houses, 65x 
166. near town, 2 wells, excellent 
location, 
repairs necessary. 
No 
down payment, pay rent towards 
purchase price. 
Arthur Ettlinger, 
1503 T«dl*ff Ava.. NYC. T R 2-4616. 


INCOME 


3 A PTS, 
always 
rented 
Clinton Ave. atea 


H IL D A KP.UM, 331-8985 


BERTHA GALLY. Realtor 
B O IC E 'S L A N E — N E A R IB M 
Phon* 338-9220 


M B E 


Oil Heat • Installation 
Automatic Delivery 
Dependable Service 


331-8000 


N E W P A L T Z — Specious 3 bdrm. 
house on lot 150x300. 
Full base­ 
ment 
w/fireplaoe, 
built-in 
book 
shelves & flrepl. in liv. rm.. lge. 
modern kitchen, att. heated 2 ear 
arage. Swimming pool. Cll 255- 


SA U G E R T IF.S— 2 story brick house, 
6 rm*. for handyman; acre land; 
$3800. 
$500 cash. 


JOHN DELLAY. OWNER 


Rosendale, N. Y. 
658-9804 


SEE ANY BROKER 


When you see this sign , . . Call us 
to see these lovely homes, W e have 
keys to all of them. 


RETA H. FREDERICK 


Realtor 


F E 1-0621 
M LS 
F E 1-0735 
$7,900 
Solid Brick. 6 rooms, enclosed rear 
porch, full bsmt., lge. lot, city wa­ 
ter A gae, 
boating, 
1 mi. so. of 
Kingston. 
E.Z. 
terms. 
Call 
New 
Paltz, 255-6451. 


Summer Ca mps Si Bung a lo w* 


A V A IL A B L E — furnlehed cottages, 
1 or 2 bedrms., llv. rm., kitchen, 
screened 
porch, 
heat, 
spacious 
grounds, 
vie. of IBM , month or 
season. 
Mt. Marion. 246-4782. 
BU N G A LO W S. 1 with heater. Beau- 
tyspot near Esopus Creek at Mt. 
Marion. Ref req. CH 6-6094 


Woodstock Area 


L U N D 


Broker — 679-2810 


WANTED 


LAND AND ACREAGE 


A C R EA G E FO R S A L E 


W O O D STO CK 
A R E A — beautiful 
view, natural spring fed pond, 1% 
A.. $2,800, 


BERTHA GALLY. Realtor 
B O IC E ’S L A N E — N E A R IB M 
Phone 338-9220 


Blue stone sidewalks 
leveled 
and 
straightened. 
Light 
hauling, 
%, 
ton pickup. 
Ed O'Shea, F E 8-12M 
C H IL D R E N to mind by the day 
Sunset Park Day Nursery 
Phone F E 1-9135 


WANTED TO BUY 


2 A D JA C E N T vacant lots on Ards- 
ley St. rear of Jacobson Factory, 
80* total frontage. F E 8-1742. 


BEST FISHING ANYWHERE! 
On these 12 acres with 550 ft. road 
front— 550 ft. lake front—over 1,- 
000 ft. of Black Creek frontage ln 
R if ton. 
Priced low for settlement. 


BERTHA GALLY, Realtor 
B O IC E 'S L A N E — N E A R IB M 
Phone 338-9220 


Private Lake — 35 Acres 


Near Saugerties Thruway Exit — 
New school — privacy. Inquire 246- 
6300, 


Nr. Hudson River, with view, boat­ 
ing & beach privileges. Approx. 
1 acre. F E 8-5162. 
____ 
W D STK-SA U G .—exc. devel. parcels, 
maintained rds., 50-500 acres. Terms. 
J. William s, Rte. 2, Saug. CH 6-6745 


REAL ESTATE WANTED 
A BAC K, A B L E , A L E R T , 
A N X IO U S L IS T O F B U Y E R S 
JOSEPH F. SACC0MAN 
116 Elmendorf St. 
F E 8-5400 


A feACKGROUND of active experl- 
ence to sell your property. 
F E 8-3444 


O’CONNOR & FOX 


Form erly 
H A R O LD W O’CONNOR, Realtor 
A B IL IT Y B A C K E D B Y 
E X P E R IE N C E 
D E W E Y LOGAN 
R E A L T O R 
338-1544 


H IG H E S T 
P R IC E S 
P A ID 
FO R 
S C R A P M ET A L, F E 8-9848 
299 
So. W all S t M. Weiner. Prop. 
UPR IGH TS-Spinets. Player Pianos. 
Any kind, any condtion. Highest 
prices pd. Ph. F E 1-1693 any time. 


WANTED TO RENT 
A R M Y O F F IC E R needs a 3 or 4 
bedroom house for his wife A 4 
children to rent while he serve* 
in Vietnam. 
Please call 331-6942 
after 5 p. m. 
3 or 4 B ED R M . H O U SE — outald* 
city, by Sept. 
5 adulta A 2 chil­ 
dren. 
331-9251 any time. 
APARTMENTS TO LET 
A Bargain for the June Bride— 3 
rm. 
Kingston apt., 
modern 
ce­ 
ramic tile bath, cabinet kitchen, 
tabletop range/wall oven, colonial 
type panelled llv. rm., pvt. 
en­ 
trance. 
All util. free. 
On West 
Chestnut St. 
For app’t. call 246- 
6183. 
A beautiful 4 rm. apt. — 1 bdrm., 
all modern w/tile bath. 
Suitable 
for couple. Centrally located, $110. 
331-3590, 338-5872. 
2 A PT S, for rent ln TUlson. 
All 
modern. 
Furnished 
or 
unfur- 
nlshed. 229-5065. 
_____________ 
A P T S.—3 or 4 rms., furnished or 
unfurnished. Call mornings. B"E 8- 
9817 between 8 & 10 a. m. 
A GR O UN D floor 3 rm. apt., 15 W . 
Chestnut 
St., 
ail 
util 
adults only. 
331-4877. 
tovcl.; 


A 3 rm & baitih—Saugerties, ground 
floor. 
pvt 
entrance, 
elderly 
couple 
preferred. 
$45 
per 
mo. 
CH 6-4797. _________ _________________ 
A V A IL 
June 
15. 
5 
rooms 
and 
bath with heat 
and hot water 
furnished. 338-4891. _______________ 


E F F IC IE N C Y A PT. U PT O W N 


Spacious room with fireplace; 
kttchen A 
bath; 
all utilities. 
B y appt. 338-1996. 


A B L E A SSIST A N C E A V A IL A B L E - 
to sell your home, farm, or business 
JA M E S D 
D E V IN E 
F E 1-4092 
164 Washington Ave. 


Adele Royael 


REALTOR 
A C T IV IT Y - IN T EG R 1 T Y - SER V 1 C E 
83 Albany Ave.. Kingston FB: 8-4900 
Ail Kinds of Real Bistate 
JULIUS A. ZIEGLER, Bkr. 
Route 375 & Maverick Road 
Woodstock 
679-9600 & 679-9232 
A L L TYPB',S O F R E A L E S T A T E 
BERTHA GALLY 
B O IC E ’S L A N E NR. IBM 
338-9220 
24 hr. Recording Service. 338-1121 
APPLE VALLEY REALTY 
L IS T — R E N T — B U Y 
P L 8-2491 - 12 S. B ’way, Red Hook 
or P L 8-8498 - Woodstock 679-6173 
Appraisals - Mortgages - Auctions 
H E R IT A G E R E A L T Y 
Edith B Smith. R.E.S. 
202 Green St 
Port Ewen 331-8135 


W E S P E C IA L IZ E 
In Woodstock . . . West Hurley 
Properties 


IRVING KALISH, Realtor 


IORI-601S 
Woodstock 
O R 9-6060 


ASK FRANK HYATT 


F E 1-3070. F E 8-2765 or F E 8-2132 
ASSURE BEST RESULTS 
C IT Y - C O U N TR Y 
Members of M L.S. B’E 8-5935 
List W ith Us Now 
KROM & CANAVAN 


B R A N D N E W L U X U R Y A PT S. 
COLONIAL ARMS 
1 B.R. unfurn. 
from $105 
1 B.R. furn. 
from $125 
• 2 B.R. unfurn. 
from $ 130 
2 B.R. fum. 
from $150 
a Brand new furniture 
a W all to wall carpeting ln most 
apt. 
Heat & alr-condltloncr Included 
Quiet relaxed living 
Sound-proofed 
a W alk to shops, schools, banks 
• F R E E C A B L E V IS IO N 
M O D E LS ON D IS P L A Y 
corner Harrington & John Sts. 
Village of New Paltz, N. Y. 
Agent on 
premises or call 
255-6171 


Extra lcirge 3 rm. apt., uptown. 1st 
floor. 
All utilities. 
Excel, cond. 
Available now. 
F E 8-2694. 
_ 
3 Modern Rms. & bath w/all conv., 
1st 
floor. 
171 
Washington 
Ave. 
Rent $90, ref. req. 
331-2409 


NEW IN TOWN? 


OR JU S T M O V IN G ? 
Check 
our 
list 
of 
apartments A homes 
for rent or lease. 


O'CONNOR & FOX 
609 .Albany Ave. Ext. 
338-3444 
BY>rmerly 
Harold W . O'Connor, Realtor 
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APARTMENTS TO I.ET 


Newly Redecorated 4 rm*. A bath 
» tove. refri* 
Adult* only . 
Ref 
p rw im 
16 No. Wilbur Ave 
(2) 1*4 ROOM APARTMENTS 
Refrigerator, stove, heat and hot 
water |60 and $65 Will furnish for 
r\1 ra 
FE 1-3664_______________ 


6 ROOM A PT . up town location, no 
y oung children 
$1.10. 
After 5 
p m . M l- 5 5 0 6 ______________ 


3 ROOM MODERN APT.. » W0 
Good location 
Reference* requ!r« 1 
CALL Ml-OWl. Weekday s Only 
3 ROOMS hath, p orch. quiet: fum. 
or unfum. Mature lady . l l i Hur­ 
ley Ave. 
I R« x“>MS balk p rl. p orch. 
Avail 
Ju ly .** 
Adult* only . 
Up fown, 
C*il 3.18-3066 
____________ 


4 
ROOM 
A 
B A T H -w ith 
heat, 
■duit* only , FK 8-7064. 
4 Room* A bath with * *p « c# heat­ 
er onrnhlnwtkm ga* A ga* kitch- 
on range 
refrigerator 
238 Ha*-' 
\ ve 
FK 1-7428. 
I 
4 
. 
. 
, 
ceirter of Kll*i**on 
246-7388 
___ 


STUDIOS- 1 to 3 bedroom* 
$90 to 1175 


4 RMS . UPTOWN. 1125 MO. 


BERTHA OALLY. Realtor 
Rolf* 
Lone ________ 
.118-8220 


SUNSET GARDEN 
APARTMENTS 
Off Bole*'* Lane 
(Aero# * from IBM) 
Town of Ulster 
Y. 
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Technica l Tra ining 


ROBERT J. RASKOSKIE 


A w ard fo r K onk 
Airman Second Glass Vernon 
A. Ronk, son of Mrs. Irene 
E. Ronk of RD 2, New Paltz, 
received the U. S. Air Force 
Outstanding Unit 
Award 
at 
Vamtenberg AFB, Calif. 
Airman Ronk, a motion p ic­ 
ture laboratory sp ecialist with 
the 1369th P h o t o g r a p h i c 
Squadron, received the award 
as a p ermunent decoration for 
help ing his unit's p arent organi­ 
zation — the 
1352nd 
Photo­ 
grap hic Group —-achieve an ex­ 
cep tionally meritorious rating 
for the p eriod July 1, 
1964, 
tehrough June 30, 1966. 
Air­ 
man Ronk Is a member of the 
Aerosp ace Audio Visual Service 
which 
p rovides combat 
and 
documentation p hotograp hy for 
Air Force units around the 
world. 
T h e airman, whose 


Kingston. N 1 
Call .118-4361 
Dial 
or 
462-3550 Collect 
W. CHESTNUT ST. 
APARTMENTS 


City of Kingston 


STUDIOS 
I & 2 BEDROOMS 
CALI. 3 3 1-25 6 2 
IF NO ANSWER 255-7250 


FI RNISHrn APARTMENTS 


A beautiful, 
all eleetrtc. new 2 ti 
room a p t, ground floor, p rivate 
entrance 
ami 
narking. 
Qu 
country living 
15 min 
to IB! 
(kmUrmai p referred. 
331-9186 


New Paltz, 
New Paltz 
School. 


is a graduate of 
Ge n t r a 1 
High 


In I ietna m 


A 1M« Kingston High School 
15 
graduate. 
Airman 
Robert J. 
Raskoskie, has been selected for 
technical training at Shep p ard 
Air Force Base, Tex., as an air 
craft 
maintenance 
sp ecialist. 
Airman Raskoskie. son of Mr. 
and Mrs. John J. Raskoskie 1053 
Stoll Court, recenty comp leted 
basic training at Lackland Air 
Force Base, Tex. 


OFFICES Jb STORES TO LET 
WAREHOUSE—shop , office, p rofes 
•Ion# I sp ace avillHble. In k* Ka 
trine, near p ost office 
FK 1-8400 
0-W~ 
PORT 
EWEN 
- 
OFFICE 
SPACE available. $50 up 
Good 
narking 190 Broadway . EE 1-0143. 
John Sp innenweher. 


Co mpletes Co urse 
Army Private Terry E. Joy , 
19, son of Mr. and Mrs. Wil­ 
lard E. Joy , 42 Miller’s Lane, 
Kingston, comp leted a cooking 
course at Ft. Knox, Ky ., May 
19. 


My ers Pro mo ted 
Charlie E. My er*. son of Mr. 
and Mrs. Clay ton My ers of 
High mount, has been p romoted 
to technical sergeant in the 
U. S. Air Force. Sgt My ers is 
an administrative sup ervisor at 
“ 
* . * lfh.i‘^ 
k |^ < » " A F B . H i taVm em ber 
T. W**i,! 1^ ™. 1.^ 
of *h<‘ Strategic Air Commaind 
which 
maintains 
America’s 


FINANCIAL 


A BUNGALOW — furn<« hed 2 bed­ 
room*. living room, kitchen, b*th, 
_ ogo** 1HM 9W FEMH17, 
A Hieery Ap artment. 
LxraeT haDF 
lumae 
4 room* 
Pretty location 
Vicinity 
IBM 
and 
Ferroxcube 
Ref n>q. CH 6-6094 ____ 
A NICE 2 room fumiahed a] 
vwte 
mar 


F. 2 room furnished ap t ; p rl- 
bath, all utlittle*. 1 gecnJe- 
FE 8-2288 
aPaRtVI^ tS A TRaILEM" 
5 MIN. TO IBM 
_ 
CALL DU 2-4897 
Effic. Ap t., 5 window*, ref.. 
heat, hot water 
raa A 
Pvt. entrance, p arking. FE 8-4816 


, range, 
electric. 


4 LARGE ROOMS. UPTOWN 


All uUiiUec furnished 
SHATEMUCK REALTY CO. 
2R6 Wall St 
338-1996 


Rualneaa O p p ortunities 
BART* GRILL 
3 STORY BRICK BUILDING 
CALL FE 1-9823 
TOT 
ftretaurwnt, coxy little p lace 
for y oung coup le, (100 mo. rent 
wtth 
Using 
qu artan, 
very low 
cmmt down p nnmant, balance w av 
term*. 
Located 
bcwean 
Rhine- 
beck-Red Hook Rt# 9 TR 6-6561. 
$5,000 Buy * the oldest electrical con­ 
tracting Arm In the Hudson Val­ 
ley . eat*Wished 1896; shop la ful­ 
ly equip p ed; $2,000 down, terms 
arranged for balance. 
Hewitt A 
Warden Corp ., 3 Jatnlaon Place. 
N ’burgh. Ph 562-0434 aft 5 p m 
Unusual op p ortunity for woman to 
manage new ladles ip ecialty store 
to be affiliated 
with 
successful 
store, mutually 
■mall Invest, req 
Poughkecp « le, N 


p rofitable p rop ., 
W rite Box 816. 
Y. 12602. 


&NTEGK a*La KE P ar k : Rte- » . 4 
miles north of Exit 19. A-l fu r­ 
nished ap t*, and excellent trailer 
ap ace. FE 8-2213 or FE 1-9312 
ROOMS A APTS, -all with cook­ 
ing facilities A t v. r m , $10 A 
up Bry ant Ap ts., 83 Green SL_ 
§ ~ROOMS A BATH—p vt. entrance. 
on 
bus 
line, 
$18 
week. 
For 
| a p p t call FE 1-0435. 
r ROOM CABIN—off street p arking, 
near Kingston Hosp ital 
1 adult 
■ FE 1-8186 
1 Room Efficiency motel ap C p rl- 
vata bath, convenient location, all 
util. Anton's 246-8212. 
I ROOM FURNISHED APT. UP 
TOWN REFERENCES. ADULTS 
33*3356. 
*‘4 RM 
GARDEN APARTMENT. 
UPTOWN LOCATION. BUS STP.. 
CONVENIENT 
TO 
SHOPPING. 
CABLEVISION. 
AVAIL. 
IMME­ 
DIATELY. 
FOR 
A P P T . 
CALL 
338-2345 BET. 9 A.M. A 5 P M 
4 ROOM APT.—Ulster Park- heat 4 
h. w. Adults only . Phone 331-2938. 
WOODSTOCK—* room ap t. 
new­ 
ly decorated, new fu rnitu re, all 
utilities. 
Cablevlslon, 
OR 9-9303, 


FURNISHED BOOMS 
A 
beautiful 
nib 
finest 
loc., 
op 
p ark. Gentleman. 
Ref. 
Parking. 
Malden 
Lane. 
FE 1-5704. 
„ comfortable room, up town, resi­ 
dential. Use of kit., din. rm., llv. 
rm , TV. tu b A shower. FE 1-5363 
Cheerful Rooms, TV A rec. hall, 
breakfast svd.. kitchen p rlv., beds 
made dally , id min. IBM. 331-9861 
COTTAGE—1 rm., newly "dec. Cou­ 
p le or gentleman. By the week or 
month. IBM 10 mhn. FE 1-9854. 
KlCELY furn. rm*., singles A dou 
bles. Housekeep ing. Prlv. bath A 
shower. By day . week, mo. Reas. 
rates at 23 Pearl St. FE 1-1880. 
’ROOMS for rent. 
Singles or dou­ 
bles 
$25 week. Including meals. 
687-7836 
SLEETING ROOMS FOR RENT 
$10 A UP. 
INQUIRE AT 
154 FAIR ST. 


ROOM A BOARD 
R6 6 M, BOaRd A CaRE 
PHONE 
338-4214 


HOUSE TO LET 
A nice house for small family in 
up town residential section. $135 
+ utilities 
FE 1-6047. __________ 
2 BDR5I , 14 bath, deluxe, newly 
dec.. 20 min. to Kgn. 
One vear 
lease Coup le. No p ets. 
687-7737 
2 BEDROOM brick bungalow, most 
modern, firep lace, In best Port 
Ewcn location, $110, 1 mo. secu­ 
rity . FE 8-2995__________________ 
2 BEDROOM y ear round cottage, 
firep lace. $135 mo p lus utilities 
BERTHA GALLY, Realtor 
BOICES LANE — NEAR IBM 
Phone 338-9220 
CHARMING wood p anelled bunga- 
Jow, unfurnished, Glenerle Park 
4 Vi nrn1( school bus stop s ou t 
aide 
wop s 
-2344. 
$85 -f utit. DU 2 


FURNISHED BUNGALOW 
GLENERIE LAKE PARK. $135 
BERTHA GALLY, Realtor 
BOICES LANE — NEAR IBM 
Pnone 338-9220 


BUSINESS — SERVICE 
DIRECTORY 
BIG PROFITS 
CAN BE MADE 
BY IJSTING 
YOUR SERVICES IN THE 
KINGSTON DAILY FREEMAN 
Bulldo zing 
BACK HOE A BULLDOZER 
EXCAVATING. AND TRUCKING 
Phone Bill Buchanan. 687-7888 
NC'~ a~ 13 aCK H oe ing 
DRAIN FIELDS INSTALLED 
PHONE FE 1-5897 
Carpentry 
A tOMiPtJETE home Imp rovement 
service. 
Additions, 
alterations, 
dormers, kitchens, garages 
Free 
estim ate 
and 
p lanning 
service. 
Unity 
Home 
Construction 
Co., 
FE 5-4890. OR 9-1047. 
AftlMYlONS —• Alterations, ceramic 
tile, custom built cabinets, etc. 
Armand Genereux. 331-2838. 
Carpentry and Maao nry 
DIBella A Colao Contractors. Addi­ 
tions, alterations, comm. A resi­ 
dential. 331-6740 and 338-4312. 
Ce—po o ls A Septic Tank* 
Ideal Service, cesip ool*, sep tic tanks 
fled. Free est. Da- 
7457. CH 6-8029. 331-2882 
p ump ed A tnsta 
vis. FE 1-7 
Demo litio n Wo rk 
down, 


PFC STANIilY 
PFC Stanley A. VanKleeck 
ao n of Mr. and Mrs. Stanley S. 
VamKleook of 883 Robert Street, 
is now stataoned in Vietnam. 
He graduated finwn nviiatiiry 
p olice training at the Army 
Training Center, Fort Gordon, 
Ga. He wflK trained in traffic 
control, cavil and miSitory law, 
ae-Jfdefense, 
p risoner of 
wair 
control and map reading. 
Bcrenbaum Listed 
Lt. Cbj. 
Berenbaum, 
son of Mr. and Mrs. Abraham 
Herenbaum, 
7 
Essex 
Street, 
RMenviile, comp leted the 18- 
week associate course May 12 
at the Army Command and 
General 
Staff 
College, 
Fort 
Ijeavenworth, Kan. 
He wws one of 448 U. S. 
Army oifflicers selected for the 
course, 
designed 
to 
p rep are 
officers for duty as command­ 
ers and general staff officers in 
divisions 
or 
logistical 
com­ 
mands and to familiarize them 
with the duties of the genera] 
staff at oorp s and Army levels. 
Berenbaum received his BS 
degree in 1950 from George­ 
town University , Washington, 
D. C., and his MA degree in 
1959 from Columbia University , 
New York. 
Pro mo ted 


chicken 
bo u s e s to rn 
coop s, barns, shack* or shanty s. 
Foe free estim ate call 687-7378. 
Electrical Contracting 
SUE-RRA'ELfecfRf^iIIiitr 
nmnshlp 
at 
economical 
Free estimate*. FE 8-3742. 


work- 
p rices 


AH 
General Co ntracting 
i ty p es or contracting—roonng, 
aiding, carp entry A masonry . All 
work done reasonable. CH b-6151. 
Blacktop , roadway , drlvewavs, ma- 
sidew 
son 
work, 
concrete 
sidewalks, 
concrete blocks, 
chlmnevs. 
fire­ 
p laces. brick or stone. 
Excavat­ 
ing, drill A blasting, trench dig­ 
ging, water A sewer, sep tic tank 
work, installed. 
338-4740. 
Ho me Repairs 
K W H E N CABINtTS - Formica 
Vanitories. Free Estimates, 
or 
FE 1-8151 
Top s. 
FE 1-0653 
TOM'S HOME REPAIRS 
Painting and Carp entry 
Call 331-3099 
Mo v ing 
Moving Van Going to N.Y.C. 
and vicinity May 25, Ju ne 1, 6, 13. 
wants load, or p art load either way . 
Kingston Transfer Co., Inc. 
Local mow, stor. FE 1-0910 
Odd Jo bs 
— LIGHT TRUCKING — 
CELLARS A ATTICS CLEANED 
CALL FE 1-0894 
Painting & Deco rating 
_ 
INTERIOR A EXTERIOR 
Ffilly Ins Call any time, if toll call 
collect, TR 6-7678. 
Painting 
ALL interior & exterior p ainting A 
p ap erhanging 
Residential A com­ 
mercial. Kree estimates 
331-7044 


4 rm furnished house—newly dec­ 
orated. wall to wall carp et, gas 
heat. $75 mo. 657-8814. 
6 ROOMS & BATH—1 y r. lease. 
$135 a mo. p lus utilities. 
Phone 
FE 8-2082 or FE 8-5670. __ 
STONE RIDGE VILLAGE 


(2) ap artm ents in 1 house. 
Five 
rooms 
and 
bath 
dup lex. 
Three 
rooms and bath. 
By ap p t Bill 
Daron. 


SHATEMUCK REALTY 
59 Years of Service 
338-1996. After 5, OV 7-7123 


Refuse Remo v al 
REFUSE REMOVED, clean up Jobs 
Commercial or residential 
J, Jameson. FE 1-7898 
Rubber Stamp Serv ice 
Let us help y ou with y our marking 
t 
roblems. 
Call BRETONWOOD. 
ucas Ave. Ext., 331-3935. 


GETS ORDERS—John William Samp ley received both con­ 
gratulations up on reenlistment into the United States Navy , 
and his orders from Petty Officer William Quinn, USN, as 
Samp iey became the 18th reeniistment to receive the oath of 
allegiance through the Navy Recruiting Station, in Kingston, 
for the fiscal y ear 1967. Samp iey , married and the father of 
four children, enlisted as a Construction Mechanic Second Class 
in the Navy Seebees, after being sep arated from the Navy for 
over eight y ears. Prior to his p resent entry , Samp iey was em­ 
p loy ed by Schallers Texaco, of Kingston. 


G r a d u a te s B asic 
Seaman Recruit Edward J. 
Stokes, 19, USN, son of 
Mr. 
and Mrs. Chester I. Stokes of 
207 Old Kingston Road, New 
PaJtz., 
has 
been 
graduated 
from nine 
weeks 
of 
Navy 
basic trawiing at 
ilie 
Naval 
Training Center, Great Lake*, 
111. 
In the first 
weeks 
of 
his 
naval service he studied mili­ 
tary subjects and 
lived 
and 
worked under conditions sdmi- 
t iN u .F ir / v i 1® 10 
ho wiU encounter 
VA5HL61A6 
fjrRt gfojp ^ 
shore station. 
In 
making 
the 
transition 
from civilian life to Naval ser­ 
vice, he received 
instruction 
under veteran Navy p etty offi­ 
cers. He studded seamanship , as 
well 
as 
survival 
techniques, 
military drill and other sub­ 
jects. 


constantly alert force of inter­ 
continental 
missiles 
and 
jet 
bombers. 
The sergeant is a graduate 
of Fleischmanns High School. 
He is a Korean War veteran. 
Eg do rf Trained 
Second Lieutenant Roger E. 
Egdorf, 23, son of Mr. end Mrs. 
MacDonald F. Egdorf, 40 shiv- 
ertown Road, New Paltz, com 
p leted a sup p ly officer course 
at 
the 
Army 
Quartermaster 
School, Fort Lee, Va., May 5. 
During the seven-week course, 
he vva6 trained in financial and 
p ersonnel management, sup p ly 
and distribution p rocedures, and 
p rocurement. 
Assig n Barnhart 


Co mp letes Ba sic 


JOHN J. SHERLOCK JR. 
Announcement has been made 
of the p romotion of John J. 
Sherlock Jr., son of Mr. and 
Mrs. John J. Sherlock Sr., 37 
Trenton Street, to the rank of 
corp oral. 
Cp l. Sherlock is a telety p e 
op erator serving with the 9th 
Communication 
Battalion 
at 
the 
Marine 
Corp s 
base, 
29 
Palms, Calif. 
He enlisted in the Marine 
Corp s 
and 
entered 
service 
Ap ril 1, 1966. 
Tinney Wins Medal 
In Vietnam Co mbat 


JOHN K. LANG 
John K. Lang, 19, USN, son 
of Mr. and Mrs. John K. Lang 
Sr. of 15 Browning Terrace, 
Kingston, has been graduated 


Neuwirth at Max well 
Richard J. Neuwirth, son of 
Mr. and Mrs. John F. Neu- 
wirtth who reside on Hulse 
Street, Walilkill, is attending 
the Air University academic 
instructor course at Maxwell 
AFB, Ala. 
Neuwirth, a USAF cmliari 
emp loy e, jb an adrninflfitnatlve 
assistant for the Continental 
Air Command at Stewart AFB. 
He attended Wail kill Central 
High School. 
His wife, Dorothy , 
is 
the 
daughter of Mr. and Mrs. Eu­ 
gene 
Walters 
of 
36 
Smith 
Street, Middletown. 
Gets Pro mo tio n 
Julius H. Wells, 31, whose 
wife, 
Rebecca, 
lives at 
110 
Hone 
Street, 
Kingston, was 
p romoted 
to Army sp ecialist 
four on May 1 while assigned 
to the 70lh Engineer Battalion 
in Vietnam 
Sp ec. Wells, a 
machinist 
in 
the battalion’s 
Headquarters 
Comp any , 
en­ 
tered the Army in February 
1966 and arrived overseas in 
August 1966. 
Sp ec. Wells graduated from 
Kingston High School in 1963. 
Wiex ert Pro mo ted 
John F. Wiegert Jr. of 132 
Second Avenue, has been p ro­ 
moted to sp ecialist fourth class. 
Sp . 4 Wiegert, a 1965 graduate 
of Kingston High School, is serv­ 
ing with the 1st Cavalry Division 
(airmobile) in Vietnam. He has 
been in that area since July . 
So rg at Max well 
Gary L. Sorg, son of Mr. and 
Mrs. Earl J. Sorg of Kingston, 
is attending the Air University 
academic instructor course at 
Maxwell AFB, Ala. He was 
sp ecially selected for the inten­ 
sive 
six - week 
p rofessional 
training that is conducted as 
p art of the AU Academic in­ 
structor 
and 
Allied 
Officer 


and p astry baking, meat cut­ 
ting, and learned to p rep are 
and serve food in Army mess 
halls and in the field. 
Fahella Graduates 
Marine Private Anthony M. 
Fabella, son of Mrs. Viola J. 
Fabello 
of 
Brookside 
Road. 
New Paltz, has graduated from 
the Personnel Administration 
Course at the Marine Corp s 
Base, Camp Pendleton, Calif. 
The course teaches the tech­ 
niques of office administration, 
ty p ing, filing, use and handling 
of 
government 
forms, 
data 
p rocessing 
and 
data 
control 
sy stems are stressed, as we'll 
as op eration of modern office 
equip ment. 
Van Sleet Pro mo ted 
p airman at Fuchu Air Station, 
Jap an. He is a member of the 
^ - l Robert E. Barnhart, Navy 
vvtnch mairtaira and op er- constructionman 
ap p rentice, 
atea a global sy stem of air craf: :th(. son o( Mr and Mrs War. 
ren Barnhart of Lincoln Park 
Place, recently ended 30 day s 
leave at home. He will rep ort 
to Argentia. New Foundiand 
for an 18-month tour of duty . 
He is a 1965 graduate of Kings- 


fic control, navigation adds and 
communications for USAF. The 
airman is a gradua'le of Eilen- 
viile Central High School. His 
wife, Carol, is the daughter of 
Mr. and Mrs. Francis Codding- 
ton of 4802 Tudor Drive, Cap e 
H 
i 
Coraj, Flo 
Co mpletes Co urse 
Daniel K. VanSleet 
son of 
Priva,e Brian F. Owene, 20. 
Mr. and Mrs. Edmond VanSeet, 
o f Mr ^ 
Mrs Jamcs j. 
wbo reside on CUmon Streep Owens. 7 Country Club Circle. 
Nap anoch, has been p romoted to Mount 
Marion, 
comp leted 
a 
airman first closs m the U. S. RUp p iv sp ecialists course May 
Air Eurce. Aaman VanSleet is 10l al ^ 
^ 
y Qutrtema etev 
a communications equip ment re- 
y a 
Co nlln Pro mo ted 
Terry A. Condin, son of Mr. and 
Mrs. Harold Condin of RD 5, 
Kingston, has been p romoted to 
airman second ckas* in the U.S. 
Air Force. 
Airmen Conidn is a jet engine 
mechanic at Luke AFB, Are. 
He is a member of the Tactical 
Aia* Command which p rovide* 
combat reconnaissance, aerial 
firep ower and assault airlift for 
U. S. Army forces. The airman 
is a graduate of Kingston High 
School. 
Dellay at Scho o l 
Airman John A. Dellay , USN, 
son of Mr. and Mrs. John J. 
Dellay of 1)00 Dug Road, New 
Paltz, has comp leted the Avia­ 
tion Machinist Mate Jet E~ 


During the nine-week co urse, 
he was trained 
in 
p ackaging 
and storing Army sup p lies, fit­ 
ting clothing and footwear and 
Mig lio re Pro mo ted 
Ronald J. Migliore, son of Mr. 
and Mrs. Ralp h Keller of Rt. 3, 
Saugerties, has been p romoted 
to technical sergeant in the U. S. 
Air Force. 
Sergeant Migliore is an illus­ 
trator at Torrejon Air Base, 
Sp ain. He is a member of the 
U. S. Air Forces in Europ e, the 
p rimary combat-ready air ele­ 
ment of NATO’s defense forces. 
The sergeant is a graduate of 
Saugerties High School. 
. . Ra d io Tra inee 
ROBERT COOPER, son of 
tion Machinist Mate Jet e— . - Mr. and Mrs. Rudy DeSilva of 
School at the Naval Air T'ec^v Boiceville is undergoing techni- 
nucai Traming Center in Mem- caj training in the field of 
radio communications at the 
Coast Guard Training Center, 
ph« 6, Term. 
Cha nd ler a t Scho o l 
Army 
Private 
Stanley 


from nine weeks of Navy basic 
. 
. . . 
. 
, _ 
,, 
, 
training at 
tho Naval Train- 
• >he teacher* ooHege of 
the U. S. Air Ftxroe. Sorg, a 
USAF civilian emp loy e, is an 
electronics instructor for the 
Air Training Command at Kees- 
ler AFB, Mass. He is a 1957 
graduate of Sauk City (Wis.) 


M. 
Chandler, 20, son of Mr. and 
Mrs. Stanley M. Chandler, 82 


The Do cto rs 
Ma ilb a g 
Go no rrhea No t Cau» o 
Of Hig h Blo o d Sug ar 
By Way ne G. Brnndstndt, MD 
Newspaper Enterprise Assn. 
Q—Could 
gonorrhea 
cause 
one to develop a high blood 
sugar, p rostatic enlargement or 
a scanty flow of urine? 
A—It wouki not cause high 
blood sugar. It often causes a 
ohronis p rostatitis, with moder­ 
ate enlargement of the gland. 
This is in no way related to the 
p rostatic enlargement of men 
who are p ast 50. 
Gonorrhea 
may cause a stricture of the 
urethra that may interfere with 
the flow of urine but It would 
not Interfere with the p roduc­ 
tion of urine by the kidney s. 
Q—Does p enicillin really cure 
gonorrhea and sy p hilis? 
Are 
there other treatments that oan 
be used by p ersons who are 
allergic to p enicillin? 
A—When p enicillin is given 
early In the course of these 
diseases it will cure them. 
In 
p ersons who are allergic to p en­ 
icillin, one of the tetracy cline* 
can be used to treat gonorrhea. 
For sy p hilis, bismuth p rep ara­ 
tions may be given but they ar* 
not generally as effective ax 
p enicillin. 
Some of these p a­ 
tients may be able to tolerate 
one of the modified p enicillins. 
Q—Can any ty p e of venereal 
disease be caught from a bath­ 
tub or wash basin? 
A—No. 
Q—If a p erson contracted 
gonorrhea nine y ears ago, and 
after taking treatments was 
said to be cured, is it p ossible 
for the disease to recur? 
A—No, but y ou could be re­ 
infected. 
Q—Would a p erson who had 
gonorrhea or sy p hilis treated 
several y ears ago but who, on 
rep eated tests, shows no evi­ 
dence of tfliese diseases trans­ 
mit them to a B?ou6e if be or 
fhe were to marry ? 
A—No. 
Q—What is the cause of 
Down’s sy ndrome? 
Is 
there 
any cure? 
A—Down’* sy ndrome (mon­ 
golism) is caused by damage 
to the chromosome* in the 
germ cells (sp erms or ova) due 
to some form of infection or 
p oisoning or exp osure of the 
x x glands of either p arent to 
heavy or often-rep eated doses 
of X-ray . 
There is no treat­ 
ment but, although mcxngoioids 
are mentally retarded, they are 
usually well behaved and very 
loving. 
Q—In a recent column y ou 
recommended 
hy droxy p roges- 
temne oap roate for enlarge­ 
ment of the p rostate. 
Neither 
my druggist nor my doctor ever 
heard <5 this drug. Has it got 
any other name? 
A—It is available on a doc­ 
tor’s 
p rescrip tion 
under 
the 
trade name Delalutin. 
Groton, Conn. A 1966 graduate 
of Onteora High School, Boice­ 
ville. Coop er entered the Coast 
1 Guard January of this y ear. He 
O’Neil Street, Kingston, com- underwent initial military at 
p leted eight weeks of advanced the Coast Guard Training Cen- 
infantry training May 19 at Ft. 


High School. His wile. Ethel- attended Kingston High School. 
can, is the daughter of Mrs. 
Ethel Nixon of Gibsland, La. 
McDo well Serv ing 
Marine 
Corp oral 
John M. 
McDowell, son of Mr. Warren 
J. McDowell of Route 4 4 & 55, 


S. ARMY, VIETNAM — Squadron-9 
(VT-9) 
I Naval Auxiliary Air 


Tree Serv ice 
Dep endable Tree Service. Tree Care 
A Removal. Insured Free Estimates. 
FE 1-0939 or F F 8-6052, any time. 
TREE SERVICE 
INSURED, FREE ESTIMATES 
CH 6-8390 
TREE SERVICE 
Trees out A trimmed 
R/eesonable p rices. 
FE 8-0068 
WILLIAMS BROS. TREE SERVICE 
FULLY INSURED 
ROSENDALE. 658-2661: 658-8116 
Truck Rentals 


Rest Ho me* 
A p rop rietary home for adults, p ro­ 
viding room, board and care lor the 
elderly . Finest accommodations, p ri­ 
vate and semi-p rivate rooms. At­ 
tendants on duty 24 hrs. a day TV 
and recreation rms. on each floor. 
Licensed by th e N. Y. State Dep t, 
of Social Welfare. 
REST HAVEN, FE 8-8664 


OFFICES & STORES TO LET 
Office or small shop . 
Woodstock 
town center, $85 monthly . 
Exc. 
location. 
OR 9-2357. 
OFFICE SPACE for Rent, 
in Plaza. Call 658-8194. 
Mr. Chatfield. 
STORE 
*80 BROADWAY 
PHONE 5 3 1-9 170 


Located 
ask for 


AVIS TRUCK RENTAL SERVICE 
JAY BEE COMPANY 
All sizes. Econollnes. Pickup s, 
Stakes. Vans, POWER tail gates. 
Hour — Day — Week 
PORT EWEN GARAGE 
Port Ewen 
FE 1-4012 
TRUCK REN+ALS 
Day — Week — Month 
Low Rates 
Big Trucks 
JAN LEASING CORP. 
Ellenvllle. N. Y. 
Agent 
Dick's American 
Rt. 9W A Boices Lane. 
338-4401 


Ten American engineers o w e ^ avaJ. Auxiliary 
continued good health to their Meridian, Miss 
rescue evacuation from a Viet 
Gong 
menaced 
p osition 
last 
November by Army p ilot, First 
Lieutenant James W. Tinney of 
Port Ewen. 
For this heroism, Lt. Tinney , 
son of Mr. and Mrs. J. Wilson 
Tinney , 158 Schry ver Street, 
Port Ewen, received the Army 
Air Medal, Ap ril 6. 
An aircraft commander in 
the 119th Assault Helicop ter 
Comp any near Pleiku, 
Viet­ 
nam, he entered the Army in 
Sep tember 1965 and was last 
stationed at Ft. Rucker, Ala. 
He is a 1960 graduate of 


ing Center, Great Lakes, 111. 
Bo g g s in Vietnam 
Army Private Elmo A. Boggs 
Jr., 20, son of Mrs. Mary E. 
Boggs, 11 W. Strand Street, 
Kingston, was assigned to the 
71st Artillery in Vietnam, May 
15. 
A 
military 
p oliceman 
as­ 
signed to Battery B in the 71st 
Artillery ’s 6th Battalion near 
Cam Ranh Bay , Pvt. Boggs 
entered the Army in Decem­ 
ber, 1966 and comp leted his < Gardiner, is in Cherry Point, 
basic training at Ft. Dix, N. J. N. C. serving with Marine Air 
He was last stationed at Ft. Sup p ort Squadron One at the 
Gordon, Ga. 
Marine Corp s Air Station. 
Pvt. Boggs is a 1966 gradu- 
His squadron p rovides fa- 
ate of Kingston High School. 
cilities for the control of air- 
i 
\r* m. 
* 
craft in direct or general sup - 
111 v iel Action 
p ort of the Marine infantry . 
Army Private 
First Class 
Henry C. Tackett, 21, whose 
p arents, Mr. and Mrs. Henry 
C. Frers, live on Route 1, Ker- 
honkson, recently returned to 
the 1st Infantry Division base 
camp near Phu Lai, Vietnam, 
from Op eration Junction City , 
the largest military op eration 
to date in Vietnam. Tackett is 
assigned with Battery C, 8tb 
Batailion of the division's 6th 
Artillery . 
Earns New Rale 
A v i a t i o n Structural Me­ 
chanic Third Class Robert Jen­ 
sen, USN, son of Mi's. Nora 
Jensen of Stone 
Ridge, was 
p romoted to his p resent rate 
while serving 
with Training 
at 
the 
Station 


Jackson, S. C 
p ecial 
struction in small unit tactics 
and in firing such weap ons as 
the M-14 rifle, the M-60 machine 
gun and the 3.5-inch rocket 
launcher. 
Munso n Is Ho me 
SP-4 Webster A. Munson is 
sp ending a 30-day ledve at the 
home of his p arents, Mr. and 
Mrs. Albert Munson, Lamp man 
Avenue, Port Ewen, after serv­ 
ing for a y ear in Thailand with 
C Comp any , 809th Engineer Bat­ 
talion. On comp letion of his 
leave he will rep ort to Sp ecial 
Troop s at Fort Knox, Ky . He 


End s Ba sic 
Pvt. Michael L. Stock of Lake 
Hill, who comp leted basic train­ 
ing at Fort Polk, La., has re­ 
ceived a medal for good marks­ 
manship . He also was awarded 
a trop hy for p roficiency in a test 
and given a p romotion and letter 
of commendation from 
Maj. 
Gen. Ellis W. Williamson. 


Wo man Church Head 
BOSTON 
(AP) — Beatrice 
Thay er Pittman, a Christian 
Science p ractitioner firom Bos­ 
ton, has been elected p resident 
of the Christian Science Church 
too* the coming y ear. 
She wa« named Monday to 
succeed Erwin D. Canham, edi­ 
tor in chief of The Christian 
Science Monitor, who is retiring 
from the p residency after one 
y ear. 


Ordain Blind Wo man 
ST. PAUL, Minn. (AP) — Tha 
Rev. Kay Zimmerman wa* or­ 
dained Sunday a t a service in 
M a c a l e s t e r 
Presby terian 
Church here. 
This week rfie moves into a 
p arsonage next to Community 
Presby terian Church at Grand 
Rap ids, Minn., where she wo* 
be associate p astor. 
With her will be her constant 
comp anion, a guide dog called 
■ssa. Miss Zimmerman, 25, 
who is Wind, graduated from 
Macalester College in 1964 and 
last 
week 
ccmp iefed 
three 
y ears’ study at McCormick The­ 
ological Seminary , Chicago. 


Chichester 111 
PLYMOUTH, England (AP) 
— Sd** Francis Chichester, who 
successfully cha/Mienged nature 
when he sailed around the world 
alone, 
h a s 
ap p arently 
been 
overcame by soaiai life ashore. 
Sir Francis became ill at a 
p arty Monday night and was 
advised to rest. 
London is p lanning a wel­ 
come unrivailed since the town 
greeted Lord Nelson in 3J80L 
Sdr Francis p lans to arrive in 
liondon next Tuesday . 
Anawar to Prav io u* Puzzl* 


Bechto ld Pro mo ted 
Neil R. Betchold, son of Mr. 
and Mre. C. John Bechtold of 
337 Foxhall Avenue, has l>een 
p romoted to airman first class 
nn the U. S. Air Force. 
Airman Bechtold is an 
p oliceman at Ramey AFB. P.R. 
He is a member of the Stra- 


Tra ins With Na vy 


LOUISE S. BODIE 
Firemen 
Ap p rentice 
Ixniis 
air Step hen Bodie, USN, son of 
Mr. and Mrs. Zeno Wicks, of 
Accord, has recently comp leted 
tegdc Air Command, America’s :Navy recruit basic training at 
long-range nuclear bomber and the ‘Great Lakes Naval Train- 
missile force. 
jing Center, Great Lakes, 111. 
The airman is a 1964 gradu­ 
ate of Kingston High School. 
Wilber Pro mo ted 


Up on comp letion of 14 day s 
leave, Bodie has been ordered 
to Basic Engineman, Class ’A’ 
School. Great I^akes, f™* 1 p e- 


ACROSS 


1 Wife o f Aeg ir 
(my th.) 
4 Unspecified 
quantity 
8 Nimbus (art) 


3 5 Click-beetla 
3 0 Bitter v etch 
3 7 Go lf teachers 
3 9 Finest 
40 Church part 
41 Weig ht o f India 
42 Sco rch 
12 Chemical suffiz AK 
i * c ~ .ii K!~i 
4 3 Pro tectiv e 
13 Small bird 
14 Ackno wledg e 
frankly 
15 Mo rning 
mo isture 
16 In so me o ther 
place 
18 Withdraws, aa 
fro m a 
federatio n 
20 Allev iated 
21 Nativ e metal 
22 Guido ’s hig h 
no tes 
24 Cupo la 
26 Japanese hero 
(pi.) 
27 Cartograp h 
30 Cho o ses by v o te 
32 Mammal’s 
co v ering 
34 A sally 


clo ths 
4 9 Witho ut 
incident 
5 1 Wine cup 
52 Underdo ne, as 
a steak 
53 Amo unts (ab.) 
54 Ignited 
55 So n o f Seth 
(Bib.) 
56 Co mpliant 
5 7 Sainte (ab.) 
DOWN 
1 Scepters 
2 Nautical term 


8 Sunken fences 
31 Suarffike 
9 Genus o f 
g arment 
v ertebrates 
33 Tag 
10 Learning 
38 Dro psy (v ar.) 
11 Was indebted to 40 Feminine 
17 Carniv o ro us 
appellatio n 
4 1 Effeminate 
mammal 
19 Build 
male (co ll.) 
23 Easy g aits 
42 Withered 
24 Fro m himself 
43 Masculine 
(law) 
appellatio n 
3 Recent arriv als 25 Genua o f swans 44 Ro man empero r 
4 Nativ e o f 
26 Emplo y ers' 
46 Ho ps’ kilns 
Sto ckho lm 
27 Thing s needed 
47 Ezude 
5 Shield bearing 
to do any thing 48 Glut 
6 Muddled (co ll.) 28 Lifetimes 
5 0 New Guinea 


Upho lstery 
MET UPHOLSTERING 
Up holstering. 
Slip covers 
made to order. FE 8-9109. 


Kingston High School, and a 
j Ghn W. Wilber, son of Mr.Jriod cxf 17 weeks. 
Bodie, a 
1965 graduate of Sy racuse Uni- and Mrs. Washington L. Wil- graduate of Rondou 
.ailey 
versity , where he received his her 0f Woodstock has been p ro- Central School. wras an enlistee 
commission through the Re- rnoted to airman first class in of 
the Navy ’s CACHE p re­ 
serve Officers' Training Corp s the U. S. Air Force. Airman grain, and began his active 
p rogram. 
• 
Wilber is an air traffic con- duty in January 1967. 
o 
i 
. 
troller at Plattsburgh AFB, 
n 
.. 
^ 
l> r a u u a lu s 
:N. Y. He is a member of the 
R a tllO L o itrS C 
Seamam 
Recruit 
Rruee 
W. Air F o r c e Communications 
Army Private 
First Class! 
Reilley , 20, USN. sun of Mrs. iService which 
op erates 
five Paul Grassi, 19, son of Mr. and 
Georgette A. ReudJey of 5 Lin- million miles of communication 
coin Street Kingston, has been channels and more than 1,000 
Wall Washing 
Wall W ashing done by machine. 
No p ail, no sp onge, no drip , no 
Fra# EmL 538-3277. 


graduated from nine weeks of'air 
traffic 
control 
facilities 


Mrs. Paul Grassi, 209 Main 
Street. Stone Ridge, comp leted 


Navy basic trainuaii 
Training Center, 
hl 


at the Navafl 
Lakes, 
ung at tt 
; Great 
around the globe. The airman 
is a graduate of Saugerties 
High School. 


a 
radio 
telety p e 
op eration 
course at the Army Southeast­ 
ern Signal School, Ft. Gordon, 
Ga., May 12. 
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LEGAL NOTICES 


NOTICE OF PUBLIC SALE 
On June 9, 1967, at 2:30 p . m„ 
at Sanford’s Body Shop . Route 28. 
Margaretvllle, 
Delaware 
County , 
New 
York, 
the 
following 
goods 
will be exp osed to sale at p ublic 
auction without reserve: 
One 
G.M.C. 
heavy 
duty 
truck 
IVTPf* IfAl* 
Serial # 50310563 
Single axle, with air, 1100 ru bber 
This sale is to enforce the right* 
of The F irst 
National 
Bank 
of 
Fleischmanns. N. Y., as the secured 
p arty 
arising 
under 
a 
security 
agreem ent executed with CHARLES 
FERRAIUOLO of Phoenicia, N. Y. 
as debtor, in file at the office of 
the Clerk, County of Ulster, N. Y. 
File # 65-2361. 
Dated: Fleischmanns, N. Y. 
May 25, 1967 
THE FIRST NATIONAL BANK 
OF FLEISCHMANNS. N. Y. 
ROBERT R MORSE, Cashier 
NOTICE TO CONTRACTORS 
Sealed Bids for: 
INDUSTRIAL ART SUPPLIES 
& EQUIPMENT 
for the Rondout 
Valley 
Central 
Schools, Towns of Marbletown etal. 
County 
of 
Ulster, 
Accord, 
New 
York, will be received by the Board 
of Education In the D istrict Office, 
High Falls, New York (Jet. Luca* 
Avenue A Route 213) unUl 2:00 
p . m. on the 28th day of June, 1967 
and then at said p lace p ublicly 
op ened and read aloud. 
All time* 
indicted shall be Eastern Day light 
Saving Time. 
Sp ecifications may be obtained 
from 
the 
District 
Office, 
High 
Falls, New York. 
The Board of Education reserve* 
the right to waive any formalities 
in or reject any or all bids, or 
accep t any bid. 
No bidder may withdraw his bid 
within forty -five (45) 
day s after 
the actual date 
of 
the 
op ening 
thereof. 
HAROLD B. RICH 
Clerk of the Board of Education 
Accord, New York 
DATED: May 26, 1967 
COLLECTION OF TAXES 
Month of Ju ne 1967 
Taxes may be p aid by mall or 
for the convenience of taxp ay ers 
the following schedule Is set up :- 
At the Village Hall (F^re House), 
Main Street, Rosendale, N. Y. 
Every Thursday 
Evening from 
7-9 p . m. 
Every 
Saturday 
Morning from 
10 a. m. - 12 noon. 
Signed: 
Sign 
ERIK REICH, Village Treasu rer 


NEWSPAPER ENTERPRISE ASSN. 


NOTICE OF COMPLETION OF 
ASSESSMENT ROLL 
(Pu rsu ant to Section 506 of th* 
Real Prop erty Tax Laws) 
HEARING OF COMPLAINTS 
Notice is hereby given that th* 
Assessors of the Town of Esop us, 
County of Ulster, have comp leted 
their tentative assessment roll for 
the cu rrent y ear, that a cop y there­ 
of has been left with the Town 
Clerk a t the Town Building, Port 
Ewen. where it may be seen and 
examined by any p erson interested 
therein u ntil the third Tuesday of 
Ju ne next, and that on such dav 
between the hours of 9 a. m. to *4 
p . m. for a said total of at least 
four hours, said assessors will meet 
at 
the 
Assessors 
Office, 
Town 
Building, Port Ewen, In the said 
town of Esop us. to hear and ex­ 
amine 
all 
verified 
w’ritten 
com­ 
p laint* in relation to such assess­ 
ments, on the ap p lication of any 
p erson believing himself aggrieved 
thereby . 
Dated: this June 2nd, 1967 
JACK REYNOLDS 
WILLIAM ZACHER 
ANDREW AURIGEMMA 
Assessors, Town of Esop u* 
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n in f t e e n 
THE BORN 1 0 
OUR BOARDING HOUSE 
with MAJOR HOOPLE 
OUT OUR WAY 
Bj j R. WILLIAMS 


cm t \ m 
vw. H» RA 
TIRE BLOW 
LIRE THAT 
OUE aft 


—J 
UM.YAS, 
COUNCIL­ 
MAN APPtRSON, TWO 
GIANT PROPELLERS ON 
OPPOSITE SIDES OP THE LAKE- 
WOULD KEEP A WAVE 6 0 IN 6 PACK 
AND FORTH /W E'D (3 ECOME THE 
INLAND SURFING CAPITAL OF THE 
WORLD / AS A SPONSOR OF THIS 
EPOCHAL \OEA, YOU'D RE FAMOUS/ 


TRULY BRILLIANT, 
MATOR/ ALAS, 
MOST OF THE 
SURFERS ARE 
UNDER 21 AND 
PRACTICALLY ALL 
THE TAYPAYERS 
ARE OYER / 


' I'M GONNA HAVE A SM ALL 
GAffDEM OUT HERE--YOUR 
.MOTHER THINKS IT 'S TOO 
MUCH FOR ME BUT I ’LL TAKE 
IT EASY W ITH THE DlGGIN’ 
> A N ’ RAKiNY WHEW SHE 
FINDS OUT ABOUT IT I'L L 
TELL HER VDU D ID THE 
SPADE WORK FOR ME,AW'.., 


HOLD IT.' YOU'VE ALREADY 
BOTCHED THE B IT -S H E SAW 
YOU E A S E THAT S T U F F OUT 
THE W IWDOW AW S H E ’S 
COMIW' OUT W ITH FIR E 
IW HER EYE AW DA F E W 
FINAL WORDS ON 
TH E SUBJ ECT.' 


\ r 
» A *» A i 
): ’K-'kV LCrf 


BLONDIE 


» 
W * L WM. >» . T it « •» * t « W 
m 


Registered U. S. Paten t Office 


I'v e LEFT HOME 
AMO CM MOYiM® 
IN W IT H YOU 


w h at WIUU 


3C 


THEY QE THE OMES 
WHO OQEW * 
YOUP MAM® OUT OF 
THE h at 


I HI I I III 
I HI 


f l 
/ a 


I —I 


<$U6 T SIMPLE- 
ARITHMETIC*: I 


HA rlr 


PEANUTS* 


l'» VMJ I S 


mc-r 


Me' 


By Diaries M. Sch u lz 


NANCY* 


UJOOLDn'T WO LIKE TO HAVE 
W 
LIFE TO LIVE OVER IFVOO 
KNElO (OMAT VOU KNOO) NOW ? 
\ 
\ V 


WHAT DO I KNOUNOO? 


K(l t 


By Ern ie Bu sh miUer 


.1 —L 


THE CARD SAYS I'M 
GOING TO BECOME AN 
AIRL INE H0 5TES5 
r - 


COME ON*** I'VE 
GOT TO START 
TR AIN IN Gj 


aushi i t t -i -e^L. 


f » . I # f . U. S. St#. O f.—AS 'IfM* rtv trv tS 
4 1ear ty u * 
r« « v t 
i#« 


COFFEE, 
TEA OR 
MILK, 
SIR ? 


UAfcUll! 


THE FLINTSTONES 
Han n a-Barberi 


0 OV6 a r e 
LOTS STRONGER 
THAN C.IRLS. 


w e 'll j u s t m arch y du 
RlflrHT HOME TO VOUR , 
M OTHER, BAMM BAMM 


EEK & MEEK 


I ’M THINKING OF FORMING 
A CITIZENS RESCUE SQUAD 
TO TRAIL) PEOPLE TO HELP 
OTHERS IW WEED!/---------- 
- 
- r — 
GOOD 
IDEA, FREAKY 


By HOWIE SCHNEIDER 


IF VUE EVER MEED ANYOWE 
llUHO GOES AIL TD PIECES IW 
AW EMERGENCY WEIL GIVE 
YOU A CALL! 
V 


OFFICE 
CAT 
R^n Hs Hark Rag- 
Be Junius 


WORLD ALMANAC 
FACTS 


CARNIVAL 
By DICK TURNER 


A lirttlc lau gh ter co v ers a mu l­ 
titu de o f griev an ces. 
• • * 
Th e man wh o win s all h is ar­ 
gu men ts may lo se mo st o f h isi 
frien ds. 
* 
* 
* 
Do n ’t wo rry abo u t fin din g 
y o u r statio n in life. Th ere’s al­ 
way s so meo n e wh o ’ll tell y o u 
wh ere to get o ff. 
* * * 
Perfectio n ist: On e wh o takes 
great p ain s an d giv es th em to 
o th er p eo p le. 
* * * 
A mistake by wh ich o n e made 
a h u ge p ro fit is alway s co n ­ 
sidered a brillian t mo v e by th e 
o n e wh o made it. 
* • * 
On e o f th e to u gh est sh o p p in g 
jo bs is to fin d a weddin g p res­ 
en t th at lo o ks like it co st as 
mu ch as it do es. 
• * * 
Th e Sto ry i® to ld o f Isado ra 
Du n can , famo u s dan cer, an d 
Geo rge Bern ard Sh aw, famo u s 
I ru sh wit an d dramatist, th at 
th e dan cer o n ce wro te to h im 
with th e p ro p o sal th at, acco rd­ 
in g to eu gen ics, it was to be 
regretted th at th ey co u ld n o t to ­ 
geth er h e th e p aren ts o f a ch i d. 
Isado ra Du n can — Th in k, wh at 
a ch ild wo u ld be, with my bo dy 
an d y o u r brain . 
Sh aw was eq u al to th e o cca­ 
sio n , fo r h e reto rted, as th e 
sto ry go es: 
Geo rge Bern ard Sh aw — I 
kn o w, bu t su p p o se th e ch ild was 


Mo re tha n 1 2 ,0 0 0 differ­ 
ent kinds o f pa per a re 
used in mo re tha n 1 0 0 ,0 0 0 
different wa y s, sa y s The 
Wo rld 
Alma na c. 
Entire 
ho uses a re ma de o f pa per; 
pa per tents a nd sleeping 
ba g s a re increa sing ly be­ 
ing used; p a p e r clo ths, 
sheets 
a n d 
pillo wca ses 
nev er ha v e to be clea ned— 
just thro wn a wa y . 


so u n lu cky as to h av e my bo dy 
an d y o u r brain . 


BARBS 
By WALTER C. PARKES 
Sen . Ev erett Dirksen say s 
th e 
marigo ld 
“begu iles 
th e 
sen ses an d en n o bles th e sp irit 
o f men .” Man y a camp u s h ip ­ 
p ie say s th e same th in g abo u t 
LSD. 
* • * 
Wifely v iew o f retiremen t: 
Mo re h u sban d, less mo n ey . 
* 
* 
* 
An emin en t Jap an ese sciien - 


D0 NALD DUCK 


J h' 
4-6 
f t« t W MIA k* 


By WALT DISNEY 


BUGS BUNNY 


PORKY, DON'T LET ME SEE 
ANY MORE O' THAT LOLLY 
GAGGIN' OR YER FIRED! 


MAYBE 
I SHOULD 
LEAVE, 
PORKY 
DEAR! 


NO, 
WAIT, 
PETUNIA, 
I ’VE SOT 
AN IDEA! 
BZZ-BZZ- 


HENRY 
By CARL ANDERSON 


U L ABNER 
By AL CAPP 


ON WOL F ISL AND, 
THEY WONT EVEN 
BOTHER TO ROAST 


CAPTAIN EASY 


WA* THOUBHTY 
OF Y00 TO BRING 
JEROME* gOPY HOME. 
AND A COMFORT TO 


By LESUE TURNER 


ALLEY OOP 
By V. T. HAMLIN 


THE WILLETS 
By WALT WETTERBERG 


U 
!H7 kr HU, It, 7M. H B S Ht Off 


y Se e ms to me , Dad, y ou'd ge t e nough c loc k -watc hing 
at the offic e !" 
...-------- 


tist disp u tes Ein stein ’s th eo ry 
o f relativ ity . Nice to h av e an 
argu men t mo st o f u s can stay 
o u t o f, isn ’t it? 
• 
* 
* 
Th e h ead man in federal 
traffic safety is u rgin g u se . o f 
h elico p ters to sp eed 
up a id fo r 


acciden t v ictims. Wh o say s th e 
n ew p ro gram isn ’t gettin g o ff 
th e gro u n d? 
* * * 
Ho w can we p o ssibly lo se in 
Vietn am wh en ev ery bo dy bu t 
th o se wh o are in ch arge kn o ws 
ex actly h o w to win ? 
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Tlie Weather 


B0fmPr*m u. t. W lA TH U » U« MU 


n'M D A Y , J UNE a. lf» « 7 
Su n rtsrg at 4.21 a.m.; mm 
sets « t 7.28 p.m.. KST, 
Weather: Varkihh' okxjdinf'ss.! 
The Temperature 
TVir kwivM tom oeralu ni 
re- 
oorxWI on Ttir Freeman thf*r-j 
momo-trr du ring: tho night was 
59 degrees, Thr highest figu re 
recorded UD to rxvtn todtV Wit 
81 degrees. 
Weather Forecast 
nE3H 31a 
. , 
w 
* fw>*« l*r» ►. 
?*#»pw.'wra. 
f»* D.y*>m» ft )S#«• 


!■.— 
......... 


CLO U DY 


WEATHER FORECAST—Shower* are forecast today In 
[the Sierras, the riateau s, the northern and centra! plains and 
portions of the middle Mississippi valley. Showers also are 
slated in extreme northern New England, Floridn and portions 
Jot the Carolina*. AP WIREPHOTO MAP 
Senio r 
Aid ed 


Iiossvr Hu dson VnMev: 
Upper Hu dson Valiev: 
Fair b u t with variab le high 
clou diness today. 
tonight 
and 
Wednesday, High* b oth davs 
in 
the 80s. Lows tonight in the 50s 
and low 60s Sou th to sou thwest­ 
erly winds. 10 to 25. gu stv at 
times. 
Northeastern Ness- York: 
Variab le rkmdu vss north a n d ^ ^ ^ ^ ^ " 
fair to nartlv e4ou dv sou th and *PPlk*d t° the National 


Citizens 
b y FIND 


Sawkill , 
Marine 
Deco rated 
Marine Corps Sgt. Lester E. 
Wood, son of Mr. and Mrs. Har­ 
old C. Wood of RD 2, Box 85F, 
Sawkill, was awarded the na­ 
tion’s third highest medal for 
gallantry, the Silver Star at 
ceremonies in Parris Island, 
S. C. 
Mr. and Mrs. Wood made the 
16-hou r drive to Parris Island 
and were in the first row seeing 
their 
son 
honored 
for 
his 
heroism in Vietnam. 
"We are tremendou sly prou d 
of Lester,” Mr. Wood said, and 
the Marines treated u s like 
royalty down there.” 
J o ined in ’01 
This was the second trip for in Farris Island, S. C. 
the Woods to Parris Island. 
The first came when their son 


VIET HERO DECORATED — Marine Corps Sgt. Lester E. 
Wood receives Silver Star from Marine Major General R. Mc- 
Tompkins, Depot Commanding General at ceremonies last week 
ft 
(Marine Corps photo) 


Gardiner Sets 
Public Hearing 


The Town Planning Board 
of the Town of Gardiner will 
b old a pu b lic hearing, pu rsu ant 
to Section 272 
of 
the Town 
Law, on proposed Lend Su b di­ 
vision 
Regu lations 
for 
the 
Town of Gardiner Ju ne 8, at 8 
p.m. 
at 
the 
Gardiner 
Fire 
hou se. 
xy; AM interested persons are re 
(qu ested to attend and will b e 
given an 
opportu nity 
to 
b e 
heard. 


Grant fo r State 
WASHINGTON (AP) - The 
Office of Edu cation has granted 
the New York State Department 
of Edu cation $265,864 to add in 
planning the sftatewide and re­ 
gional growth of the state u ni­ 
versity. 
The 
award was 
annou nced 
Monday b y U.S. Sen. Rob ert F. 
Kennedy's office. 


W rite rs to M eet 
The W riters’ Gu ild of the 
Mid-Hu dson Valley will hold 
its regu lar monthly meeting at 
8 p. m. Ju ne 8 in Christ Chu rch 
Parish Hou se, Carroll Street, 
Pou ghkeepsie. 
Gu est 
speaker 
will 
b e 
Alvin 
Granowsky, 
Pou ghkeepsie 
au thor of 
the 
c o n t r o v e r s i a l novel. The 
Schoolteachers. The pu b lic may 
attend. 


CERAMIC 
TILE 


SOLD AND INSTALLED 
SHAPIRO’S 
63 No. FRONT ST. 
KINGSTON — 338-2395 


The 
Ulster 
Cou nty 
Com*[elderly residents of 
the com 
mu nity Action Committee Inc nru nlty in developing programs I i r a d u 
^ ^ ^ ^ s ' i c ^ i r ^ 
, , . 
, . 
;*nd condu cting su rveys. Unpaid 
J *0"* P? ,c. training 
' 
1 
' 1 
" 
V,,lm» t.,-rs wfi. can afford to "• 19# 1- H« Kradu ated from 
Cou n-jgaivp tJme to the program 
are 
continu ed warm today, tonight dl on the Aging for fu nds u n-mtoo asked to help, 
and Wednesday. Chanre of a few <k>»r Project FIND of the Office 
Project FIND 
is 
afternoon or evening showers or 
Economic 
Oj>j>orf u nity 
to 
thu ndershowers over the norm! 
nortions Ix>th days. Highs b oth 
days in the 80s. I/iws tonight in 
the 50s and low 60s Sou therly to 
« *» thw<e« *terlv winds. 10 to 25. 
g\l» ty. especially near thu nder­ 
showers. 
Western New York: 
Generally fair with oeen<*k>rwil 
clou dy periods throu gh Wednes­ 
day Continu ed warm and a lit­ 
tle more hu mid, Highs in the 
80s today. Lows tonight ab ou t 60. 
Variab le. 
mostly 
sou therly 
winds. 5 to 15. 


At Disco unt Prices 
HOOVER 
Vacuum Cleaners 
Sales A Serv ice 
A R A C i APPLIANCES 
,502 Bro adway Ph. FE 1-05 09 


' rfotma£ 


See Ut 
For The 
New High 
Styled 
Fashion 
Colors 


Largest Sto ck o f 
Fo rmal Wear Rentals 
In Ulster Co unty 


DRY CLEANING BY THE 
POUND 4 lha. $1.00 
Bring Own Hangers 


Ex pert Ladles* & Men’s 
Tailo ring 
Esposito’s Cleaners 
SS8 Bro adway 
* 8 8 8 -6 04 8 


develop pmgnama to meet 
the 
rx'cd* of the elderly of Ulster 
Cou nty. 
Under the su pervision of the 
Rev. Frank 
Godtaxlck, 
special 
volu nteer 
oou ixlinator 
for 
senior citizens, the local offices 
of 
the Ulster Cou nty Com­ 
mu nity Action Committee Inc. 
hove lx'gu n Lin extensive stu dy 
and su rvey of 
the 
prob lems 
and needs of the aged In Kings­ 
ton and the rest of the cou nty. 
According 
to 
information 
[presently availab le, there will 
b e an estimated 
increase 
of 
140.8 j>er cent of those b etween 
| the ages of 65-69 years in Ul­ 
ster Cou nty in 
the 
next 
30 
vcars. The popu lation 
in 
the 
cou nty in 
recent 
years 
has 
changed from a ru ral 
to 
an 
u rb an 
natu re. 
Many 
retired 
and elderly people from largo 
u rlwu i 
ar>\is 
have 
converted 
their su mmer homes into all- 
•■ear residences. Living largely 
on pensions and Social Secu rity 
and faced with the rising cost 
of living, they tend to feel iso­ 
lated from the 
regu lar 
com­ 
mu nity life. Health and recre­ 
ation needs are 
often 
u nfu l­ 
filled b eoau ee of tmansjiortation 
difficu lties. 
New- Gro u|M> Fo rmed 
New Senior Citizens Grou ps, 
u nder the au sf>ioes of the Ul­ 
ster Cou nty Commu nity Action 
Committee, Inc. have 
already 
b een estab lished in 
Kingston. 
WaUkill and Sau gerties. Plans 
are u nderway to estab lish 
or 
fu rther strengthen Senior Citi­ 
zens Grou ps in EMenviMe, Shan- 
daken, and elsewhere 
in 
the 
oou nty. Project FIND creates 
employment opportu nities 
for 


SPEED QUEEN 
WASHERS & DRYERS 
sales & serv lee 
FE 8 -15 11 o r FE 8 -15 14 
We serv ice all makes 
K,& 8 Electric Sho p, Inc. 


a 
fou r­ 
pronged addition to the 
in­ 
formation and referral centers 
of UCCAC arou nd which if will 
b e b aaed. It seeks ou t the aging 
providing them with informa­ 
tion. assistance and 
referrals. 
It actively 
intervenes, 
when 
necessary, to see 
that 
indivi­ 
du als get the service they need 
from the appropriate agency. It 
seeks to involve the elderly in 
su ch social action and self-help 
I» rograms as will lend grou p 
strength and su pport to 
the 
iu dfividnals and maximize their 
capacities to deal with some of 
their prob lems. It recommends 
and docu ments the need 
for 
new, u navailab le services. 
A 
b ioadJy 
representative 
cou nty-wide 
advisory 
cou ncil 
has b een set u p reflecting not 
only those to b e served b y the 
program b u t representatives of 
availab le in the commu nity and 
oou nty. Tlie chief emphasis will 
b e to strengthen and imple­ 
ment existing agencies and seek 
ou t areas which have not b een 
developed. 
Co uncil Is Named 
The advisory cou ncil consists 
of the following memb ers: Mr. 
Percy Bu sh, adm inistrator of 
the Ulster Cou nty Chronic In­ 
firmary; George Hab ernig, So­ 
cial Secu rity office manager; 
Roy P. Alqu ist, indu strial rela­ 
tions administrator, employee 
services, Ferroxcu b e Corp. of 
America; Richard M. Kalish, 
president, 
Kingston 
Lau ndry 
Inc.; 
Dr. 
Virgil 
B. 
DeWitt. 
president of the Ulster Cou nty 
Board of Health: Conrad Hei- 
selman. former mayor of the 
City of Kingston; Miss Frances 
Maxwell, execu tive secretary of 
the Kingston YWCA; Miss M ar­ 
garet l^avey; Mrs. Ju ne Van- 
dermark: Mrs. Estelle Smith; 
James W arner and C u rt Cham­ 
b ers. 


Kingston High School in Ju ne 
of 1961 and joined the Marines 
a month later. He is a career 
Marine and was recently pro­ 
moted to staff sergeant. He is 
now a drill instru ctor. His par­ 
ents expect him home in the 
fall. 
Mr. Wood has another mem­ 
orab le day coming u p later in 
the month. He celeb rates his 
25th year at IBM where he is 
a technician. His wife is also 
an IBM’er. Sgt Wood's wife is 
the former Angela P. Berardi 
of Kingston. 
Anx io us Mo ments 
Mr. Woods told of the anx­ 
iou s moments he and his wife 
shared while their son was in 
Vietnam. “We saw on television 
where a b oy in Lester’s ou tfit 
had b een killed in heavy fight­ 
ing The next day I looked ou t 
ou r window and saw a Marine 
Corps car coming u p the road 
My wife and I were prepared 
for the worst. Fortu nately, Les­ 
ter was not wou nded too seri­ 
ou sly and has since recovered 
completely.” 
The Marine Corps citation 
reads: 
"The First Recru it Training 


On Pro batio n 
ALBANY, N.Y. (AP) — John 
A. Grieco Jr., 19. of Watertown, 
who pleaded gu ilty earlier this 
vear to charges of u nlawfu l pos­ 
session and sale of phenob arb i- 
tai tab lets, has b een placed on 
nrob aition b v a federal district 
cou rt ju dge. 
Ju dge Jam es T. Foley de­ 
clared Monday that Grieco was 
a vou thfu l offender. 
Grieco had pleaded gu ilty to 
delivering 10,000 phenob arb dfal 
tab lets for sale to a government 
agent. A charge that he sold 
so'd 13.000 tab lets to another 
age-nt was dismissed. 


HOT WEATHER SELLER 
at a cool, pre- season price 


11, 500 BTU/hr (NEMA) 
FRIGIDAIRE 
AIR CONDITIONER 
FOR 115 VOLT OPERATION 


Enjoy b lissfully cool comfort 
with this new Frigid aire unit. 
Get b ig cap acity p lus 
a 
full array of other features 
such as: 
• Complete comfort selection 
• Washable plastic air filter 
• Efficient dehumidification 
• Sound-baffle front panel 


Dial- A- Direction Air 
Flow Controls chan­ 
nel air up, down, 
left or right. 


from 
$125np 


INSTALLED 


"The best service 
in fawn" 


— Our 35th year — 


HOME APPLIANCES 


6 6 1-6 6 9 Bro adway 
Kingston, N. Y. 
Ph. FE 1-2230 


So ught in Pro be 
SYRACUSE, N.Y. (AP) — A 
man sou ght fu r qu estioning In 
the death of a Syracu se woman 
su rrendered Monday and was 
charged with second - degree 
mu rder. 
Police said Bru ce Wykoff, 4 7 
of Syracu se, wadked into head 
qu arters after, he told them, he 
learned he was wanted for qu es­ 
tioning in the death of Mrs 
Margaret Mu ilette, 53. 
Mrs. Mu ilette's b eaten b ody 
was fou nd on her kitchen flo o r 
Su nday after pattee saod they 
received a telephone tip from 
a 
man who identified himself as 
Wykoff. 
Wykoff 
and 
Mrs. 
Mu Metrte 
were friends, police said. 
Wy ko ff was ordered held with­ 
ou t baitl pending a hearing. 


Meets FEDERAL and 
STATE HIGHWAY 
SPECIFICATIONS 


When y o u buy culv ert pipe, y ew 
ere making e lo ng-term inv est­ 
ment, end y o u went to get the 
best. Fo r mo re then 23 y ears, 
Wheeling Co rrugated Culv erts 
hav e been standing up under the 
sev erest kind o f use. Bo th 
Wheeling Pure Iro n and Co pper 
Steel culv erts o ffer ex tra pro tec­ 
tio n, because they are sine 
co ated. Whether it’s Co pper 
Steel y o u want o r Pure Iro n, 
Wheeling Galv anized Co rru­ 
gated Culv erts are made to co m­ 
ply with Federal and all State 
Highway Specificatio ns. 


B B g i. q 
.Wheeling. 


If I Were Interested In 
RENTING 
ANYTHING I’D GALL 
331-70 73 


/MYIOR 
_ 
mam 


J. ELLIS BRIGGS, Inc. 
Near Disco unt Bev erage 
RT. 9W at BOICE’S LANE 
Kingsto n, N. Y. 


Battalion drill instru ctor, re­ 
ceived the nation’s third high­ 
est award for his “conspicu ou s 
gallantry and intrepidity” in 
action while serving as a m a­ 
chine gu n section leader with 
Company 
"H,” 
Second 
Bat­ 
talion, 
Fifth 
Marines, 
First 
Marine 
Division 
in Vietnam 
Oct. 7, 1966. 
Sav ed Buddies 
His citation read in part: 
“While acting as the point on 
a company search and destroy 
operation, the platoon to which 
Sgt. Wood was attached su d 
denly encou ntered heavy small 
arms and au tomatic weapons 
fire from an estimated platoon 
of North Vietnamese Regu lars 
concealed and fortified in su r 
rou nding 
hedgerows. 
Almost 
immediately, nine Marines b e­ 
came 
casu alties. 
While 
the 
platoon 
was 
assau lting 
the 
enemy, Sgt. Wood, withou t re 
gand for his own safety, left 
his 
protected 
position 
and 
cou rageou sly charged forward 
throu gh 
the 
hedgerows 
and 
open areas, to personally carry 
three of his wou nded comrades 
to safety.” 
Upon reporting to Parris Is­ 
land in March 1967, Sgt Wood 
attended Drill I n s t r u 
c t o r 
School u n/til May when he was 
assigned to ’C” Company, 1st 
Recru it Training Battalion. 


Ye* . . . Well Repair Any 
Make Refrigerator 


K & S ELECTRIC SHOP 
Inc. 
7 0-7 2 Franklin St. FE 8 -15 11 


rO R G IN O I 


By 
Ulster Seamless 
Floors 


NO W A XIN G 
M ANY CO LO RS 
FACTORY TRAINED 
INSTALLERS 
331- 0691 or 331- 9161 
Cly de DuBo is-Go v an Tay lo r 


CH ECK 
OUR SPECIAL 
LOW PRICES 


Universal Road 
Machinery Co. 


27 EMERICK STRFIT 


KINGSTON, N. Y. 


PHONE FE 1-8248 


WE RENT 


• Portable Generators 
• Asphalt ’Compactors 
• Concrete Vibrators 
• Pavement Breakers 
• Steam Cleaners 
• Soil Tampers 
• Sand Blasters 
t W ater Pumps 
and some other things too • • • 


Ulster Foundry & Machine Corp. 
Equipment Division 
20 S t J ames S t 
Pho ne FE 8 -4 4 8 8 
Kingsto n, N. Y. 


P. S. WE ALSO SELL W HAT WE RENT 


ROCKS 
II HiS HEAD 


Anyone who will pilot his croft this corelessly has 
rocks in his head. Bu t even the most carefu l b oat­ 
man is vu lnerab le to accidents. See u s ab ou t a new 
and b roader Ou tb oard Boat and Motor Insu rance 
policy covering fire, theft, collision, wind— many 
other perils. 


PARDEE’S 
INSURANCE AGENCY 


CLARENCE H. BUDDENHAGEN 
MATHILDA E. BRUCK 


"The Ho me o f Dep end a b le Insura nce” 


626 Broadway 
Kingston, N. Y. 
FE 1- 0025 


UFE&CA9UA1TY 


Tune in June 10 and 11 to the 10th Annual Buick Open, on NBC- TV. 


Buick Bargain Day s are here. 
$2411.* 


♦Manufacturer’* suggested retail price for a Buick Special 2- dr. Thin Pillar Coupe in­ 
cluding federal excise tax and suggested dealer delivery end handling charge. Trans­ 
portation charges, accessories, optional equipment, state and local taxes additional. 


DANGER - - - 


- - - Av o ided! Ho isting material can be danger­ 
o us fo r the man, the building, the material itself. 
Smith Parish uses a special dev ice to pro tect all 
three. 


Is this what y o u’re pay ing fo r? No , y o u’re pay ­ 
ing fo r the finest quality ro o fing and siding, 
handled by ex perts with ex perience. But it is 
nice to kno w they think o f ev ery thing! 


S TEEP R O O F S • FLAT R O O F S 


7 8 Furnace St. 


S H E E T M E T A L 
• 
S I D I N G S 


Kingsto n, N. Y. 


Since 1932 


FE 8-5656 


